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Abstract 


Introduction of rules connected with implementation of Sulfur Emission Control Areas and changes in MARPOL 
Convention Annex VI not only increased the operation costs or forced ship owners to comply with convention but first 
of all put pressure and provided influence on ship’s operation. In this article there are presented operational problems 
in Marine Diesel Engines switching from the residual fuels HFO to low sulfur residual LSFO and distillate LSGO 
fuels before entering Emission Control Areas (ECAs). There are defined ECA Zones in Europe and North America. 
There are introduced changes in limits with regards to Sulfur content in fuel oils during last years, planed trends and 
changes. There are characterized the changing over process, the applied procedures and methods of time calculation 
in changing over from HFO into LSFO/ LSGO. Besides, there are described the method of sulfur calculation in fuel 
during blending both grades of fuel. To conclude authors have characterized technical and legislative demands that 
the ship-owners have to face up to adopt the operated vessels to meet ECAs requirements. 


Keywords: Emission Control Areas, SOx reduction, marine diesel engine, low sulfur fuels, fuel change over operation 
1. Introduction 


In response to the desire of some countries to reduce the harmful effects of ship emissions on 
air quality with a focus mostly on the release of sulfur oxide (SOx) and presently on nitrogen 
oxide (NOx) compounds and particulate matter (PM), the International Maritime Organization 
(IMO) Regulation 14 of Annex VI to the International Convention on the Prevention of Pollution 
from Ships (MARPOL) permits the establishment of SOx Emission Control Areas (SECAs), 19 
May 2005 [11]. The IMO has approved two such areas: the Baltic Sea 19 May 2006 and the 
North Sea with English Channel 21 Nov 2007, fig. la. The United States and Canadian 
Government have requested that the IMO designate an area off their coastal waters to 200NM, 
fig. Ib. The US Environmental Protection Agency (EPA) is currently preparing documents for 
approval process and is expected to enter into force as early as August 2012 [6, 14]. 

In October 2008, IMO adopted stringent new standards found in Revised MARPOL Annex VI — 
Resolution MEPC.176 (58) to control emissions from ships [12]. The revised Regulation 14, 
effective 1 July 2010, adopted progressive reduction in SOx included other harmful exhaust 


emissions from the engines that power ships as NOx and PM, and revised geographic-based 
standards for former SECA that was renamed as the Emission Control Area (ECA). 

Ships operating in designated ECAs since | July 2010 are required to use fuel with a sulfur 
content not exceeding 1.0% and from January 2015, this would be reduced to 0.1% [1, 9, 12, 14]. 
a) b) 


Fig. I MARPOL Annex-VI Emission Control Area (ECA) [1, 14] 
a — Baltic and North Sea, b — US and Canada 


European Union countries has implemented regulation relating the sulfur content of fuel used in its 
port under Article 4b of EU Council Directive 2005/33/EC with effective date 1 January 2010 is 
limited to 0.1% (replaced limits 1.5% from 11 August 2006) that applies to all types of marine 
fuels unless an approved emission abatement technology is employed or shore power is available. 
It applies to both main and auxiliary boilers [1, 9, 12, and 14]. 

The California Air Resources Board (CARB) under its authority within the state has implemented 
regulations pertaining to the sulfur content limits and types of fuels can be used in Californian 
waters within 24NM of coastal baseline in two phases with effective date 1 July 2009, limit 0.5% 
and with | January 2012 - 0.1%. It applies to auxiliary boilers too, excluding main propulsion 
boilers, however low sulfur residuals fuels are not permitted only distillate fuels [1, 9, and 14]. 


EU Territory (At barth" in LL. Porto wniem pobósted | CU Directive za 
teetabies give ‘at berth lent than 2 hour) 20SEC ==" 


Fig. 2 Sulfur reduction “road map” - current and future sulfur requirements for Marine Fuel Products; * - the 
regulation is applicable for inland waterways and at berth [14] 


Current and future requirements for Marine Fuel Products used by ships in ECAs including US 
and Canadian countries, EU territory and CARB are presented in table, fig 2. 


To meet the sulfur emission legislation rules is to reduce the SOx either by switching fuel supply 
to engine/ boiler from the Marine Residual Fuels known as HFO (Heavy Fuel Oil) into Low 
Sulfur: Marine Residual Fuels LSFO (Low Sulfur Fuel Oil)/ the Marine Distillate Fuels LSGO 
(Low Sulfur Gas Oil, ISO 8217, DMA Grade [1]) or by cleaning the exhaust gases what can be 
obtained in special scrubber constructions. 

2. Effects of Low Sulfur Fuels on Operation of Marine Diesel Engines 


Operational concerns of switching between HFO and LSFO or LSGO have the potential for 
several harmful effects on diesel engines as discussed in the following paragraphs. 
Low Sulfur (Heavy) Fuel Oils: 
Sulfur levels are required to be less than 1%. If LSHFO is created by a desulphurization unit, fuel 
aromaticity may be decreased which can result in lower fuel stability [1, 7, 9]. A consequence of 
this happening is increased fuel incompatibility problems when mixing with regular HFO during 
fuel changeover. The low sulfur processing can also lead to additional quality problems such as 
ignition and combustion difficulties and increased catalytic fines levels. In addition, when LSFO is 
carried on board for use in an ECA, it is required by MARPOL Annex VI be stored and purified 
separately from regular HFO. This can require piping changes to the fuel transfer and purification 
system. As LSFO are not applicable in some ECAs — CARB, EU Territories and after 1 Jan 2015 
the sulfur limit will be 0.1% in all ECAs and if production of such an Ultra LSFO will be too 
expensive that they will be replaced completely by LSGO. 
Low Sulfur Diesel/ Gas Oils: 
1. Lubricity and Low Viscosity [1, 7, 9]: 

- Reduced (effectiveness as a lubricant) the film thickness between the high pressure fuel 
pump plunger and casing in the fuel valves leading to excessive wear and possible sticking 
and seizing, causing failure of these elements. This can be minimized by purchasing 
distillate fuels with lubricity enhancing additives and higher vis. 3 mm/s (cSt) at 40°C. 

- Loss of capacity in fuel supply (booster) and circulation pumps due to low viscosity, fuel 
leaking around pump rotors, preventing the ship from achieving full power. 

- Leakage of fuel through the high pressure fuel pump barrel, plunger, suction and spill valve 
push rods on slow speed engines. This leakage may result in a higher load indication 
position of the fuel rack and may require adjustment of the governor for sustained 
operation on low viscosity fuel or may results in worn pump’s elements (enlarged 
clearances). As an internal leak is part of design and is used in part to lubricate the 
pumping elements, it can cause too high leak rate and in consequences lead to smaller than 
optimal injection pressures resulting in difficulties during start and low load operation. 

- Maintaining viscosity above the minimum value of 2 mm/s (cSt) at 40°C, fig. 3. One of 
the solutions is to install a fuel cooler (for tropical conditions equipped with chiller unit) 
that will keep the fuel temperature below 40°C. 


Fuel Temperatur vs Viscosity 


Viscosity (cSt) 


Fig. 3 Fuel temperature relation to viscosity [8] 


2. Low Density: Low sulfur, low viscosity fuels typically have low density when compared to 
heavy fuel oils. This will result in less energy per volume of fuel (volumetric energy content) and 
thus will require more fuel volume to be supplied to the engine to maintain equivalent power. 
Engine governors and automation need to be able to adjust to the changes in fuel rack position and 
governor settings [1]. 

3. Incompatibility of Fuels: Mixing two types of fuels can lead to risk of incompatibility between 
them, particularly when mixing heavy fuel and low sulfur distillate fuels. If incompatibility does 
occur, it may result in clogging of fuel filters and separators and sticking of fuel injection pumps, 
all of which can lead to loss of power or even shut down of the propulsion plant, putting the ship at 
risk. Compatibility problems can be caused by differences in the mixed fuels’ stability reserves. If 
the stability level of the HFO is low there can be difficulties when mixing with more paraffinic, 
low sulfur fuels and as a consequence the asphaltenes can precipitate of the blend as heavy sludge, 
causing clogging [1, 3]. This can be minimized through on board compatibility test kits used when 
bunkering both HFO and low sulfur fuel called Spot Test Method for Assessing Fuel Cleanliness 
and Compatibility (ASTM D 4740-4) [14], by DNV Program for fuel samples send to laboratory 
Onboard Blending Optimization Program - BOP and Fuel Quality Test - FQS [4] or by purchasing 
distillate and residual fuels from the same refinery [3, 4]. If incompatibility is indicated by 
presence of suspended solids when equal volumes of a sample and a blend stock are mixed 
together there is necessity to avoid mixing these grades of fuel by discharging one grade to port 
facilities or more preferable to treat them by chemicals with mixing reduced to minimum in 
proportion maximum 80:20 [3]. The examples of the mentioned chemicals are Amergize deposit 
modifier/ combustion improver and Amergy222 fuel oil conditioner minimizing the effect of fuel 
instability and incompatibility by Drew Marine Division — Ashland’s Chemicals [5]. 


3. Impact of Low Sulfur Fuel on lubrication of Marine Diesel Engines 


Diesel engines require lubrication in order to operate efficiently and these lubricating oils need 
to be compatible with fuel used in the engine. Therefore, if lube oil BN (Base Number) does not 
match the acidity of the fuel it will have an effect on maintaining a compatible lubricant between 
the fuel and the oil. Too high BN70 can develop calcium and other deposits on the liner’s surfaces. 
Too small BN30-50 can increase the fuel’s acidity causing additional wear on parts as well as 
creating problems combusting the fuel. Lube oils are used to neutralize acids formed in 


combustion, mostly commonly sulfuric acids created from sulfur in the fuel. The quantity of acid 
neutralizing additives in lube oil should match the total sulfur content of the fuel. It has been 
established that a certain level of controlled corrosion enhances lubrication, in that the corrosion 
generates small “pockets” in the cylinder liner running surface from which hydrodynamic 
lubrication from oil in the pocket is created. In other words, controlled corrosion is important to 
ensure the proper tribology needed for creation of lubricating oil film, fig. 4. 


a) b) 


1.6mm 1.6mm 


Fig. 4 Cylinder liner surface: a - ‘Open’ graphite structure with good tribological abilities from where the cylinder oil 
can spread, b - ‘Closed’ graphite structure with reduced tribological ability [8] 


If the neutralization of the acid is too efficient (the alternative no corrosion) it can lead to bore- 
polishing, liner lacquering and subsequently hamper the creation of the necessary oil film resulting 
in increase of scuffing and accelerated wear of liner [1, 2, 8, 13]. This especially applies to slow 
speed engines which have cylinder lubrication and are operated continuously at high load having 
less need for SOx neutralizing on the liner surface due to high temperature but it can occur on 
trunk piston engines, too where a bore-polished liner surface hampers the functioning of oil 
scraper rings and leads to accelerated lube oil consumption due to access to crankcase [9]. 
It should be considered that irrespective of sulfur content (high or low) the fuels used in low speed 
engines are usually low quality heavy fuels. Therefore, the cylinder oils must have full capacity in 
respect of detergency and dispersancy, irrespective of the BN specified. In consequence of the 
above, the cylinder oil feed rate is very important factor as from one hand its consumption 
represents a large expenditure for engine operators but from the other hand a satisfactory piston 
rings/ liner wear rate and maintaining the time between overhauls is a must. To achieve these 
requirements engine’s producers developed high pressure electronically controlled lubricators that 
inject the cylinder oil into the liner at the exact position and time where the effect is optimal 
(MAN B&W Diesel the Alpha Lubricator System or Wartsila RPLS Retrofit Pulse Lubrication 
System). Therefore, cylinder oil feed rate is readjusted depending on the actual fuel sulfur content 
(fig. 5) and the actual condition of piston rings and liners evaluated during inspection through 
scavenge ports. 
The practical approach for the correlation between fuel sulfur and cylinder oil can be shown as 
follows: 

- Fuel sulfur level <1%: BN40/50 is recommended; 

- Fuel sulfur level 1-1.5%: BN40/50 is recommended, however BN70 can be used only 

when operating for less than 2 weeks; 
- Fuel sulfur level >1.5%: BN70 is recommended, however BN40/50 can be used with 
higher feed rate. 

Some ship owners supply vessels with low speed engines with cylinder oil BN50 and HFO bunker 
up to 3.5% of sulfur limit as company policy [4]. 
At present, additional researches have been conducted by several oil companies to create 
lubricating oil that would be compatible with different type of fuel [15]. 
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Fig. 5 Cylinder oil feed rate dependent on BN40 vs. BN70 cylinder oil use [8] 


4. Procedures of Changing over from HFO to LSFO/ LSGO and Methods to Assume Sulfur 
Content of Fuel Oil in a Mixed State 


It is the responsibility of the ship-owner to ensure that it can be demonstrated, to the 
satisfaction of any relevant administrative body (for example Port State Control - PSC), that the 
fuel oil being burned within ECA complies with MARPOL Annex VI, Regulation 14 [12]. Details 
of fuel oil change-over procedures from HFO to LSFO/LSGO and vice versa have to be recorded 
in suitable log books as the Engine Room Log Book, the Oil Record Book Part 1 and a dedicated 
MARPOL Annex VI log book. Log Book entries could be as follows: 

Arrival at/ Departure from ECA on completion/ commencement of fuel change-over. 

1. Date and time of completion/ commencement of fuel change-over. 

2. Position, latitude and longitude at completion/ commencement of fuel change-over. 

3. Volume of LSFO/ LSGO in each tank on completion of fuel change-over. 

4. Signature of responsible Officer (Chief Engineer and confirmed by Captain). 
Besides, the records and history of BDNs (Bunker Delivery Note) for 3 years and MARPOL 
Samples for 1 year have to be maintained in ship’s custody to immediate access [4]. 
In addition to the mentioned above obligatory documents, as a service to ship-owners wanting 
documentary proof they operate in compliance with the regulations the following are available: 

1. Classification Societies (CS) as ABS are prepared to issue Statement of Fact (SOF) 
Certificate. These will require survey by CS Surveyor to verify that vessel has dedicated 
low sulfur fuel storage tank, fuel piping systems suitable for its use that maintain 
segregation from other fuels and has operational procedures in hand for its use [1]. 

2. DNV Petroleum Services has developed a service where in-system samples before and 
upon completion of change-over can be taken and submitted for testing to determine 
whether complete change-over has been achieved [4]. 

3. Next DNVPS invention is the Blend Optimization Program (BOP) which by submitting a 
representative sample of each blend component will undertake fuel quality and 
compatibility check of the blends, calculation of the resultant blend viscosity or 
recommendation on optimum blend composition to meet engine fuel specification and 
correct injection temperature [4]. 


Fuel change-over operation should be carried out in safe navigation area and followed with ship- 
owner’s On Board Procedure (OBP) approved checklist. After completion Main Engine (M/E) 
start should be confirmed on LSGO as the increased start index might be required what can be 
combined with regular M/E test astern. 

Suggested routine for change-over from HFO to LSFO could be as follows: 

- Switch off auto-start of fuel oil transfer pump. 

- Allow settling tank to reduce to minimum level by normal purification. Stop fuel oil 
purifier. The remaining HFO quantity should allow obtaining mixing ratio below 20:80 but 
if the system permits it can be dropped to the overflow tank to speed the process. 

- Transfer HFO from overflow tank to HFO bunker tank. 

- Change-over fuel oil transfer pump suction to LSFO bunker tank and refill settling tank. 

- Allow service tank to reduce to a minimum acceptable level by normal main and auxiliary 
engine consumptions including boiler. Preferable mixing ratio 20:80. Care should be taken 
to allow for any vessel movement that might affect suction. 

- Start fuel oil purifier. 

- Switch on auto-start of fuel oil transfer pump. 

Suggested routine for change-over from HFO to LSGO during sailing could be as follows: 

- Stop FO Purifier and steam to HFO Service tank to reduce temperature to 80°C (it will be 
required in reverse process as mixing hot HFO into relatively cold LSGO can be difficult 
due to the mixed fuel is not homogeneous immediately and some temperature/ viscosity 
fluctuations are expected). 

- Reduce the engine load to 25-40% to ensure a slow reduction of the temperature gradient 
(35-45 minutes) - The load can be changed to a higher level based on experience. 

- Stop steam tracing and steam to pre-heater. 

- Carry out change-over of fuel by swinging 3-way valve when the fuel temperature starts to 
drop not exceeding viscosity 20 mm/s (cSt). 

- As a complete change-over may take several hours depending on the engine load, volume 
of fuel in the circulating circuit and the system layout, observations of the 
temperature/viscosity must be the factor for manually taking over the control of the steam 
valve to protect the fuel components although in general the viscosimeter should control 
the steam valve for the fuel oil heater. The viscosity must not drop below 2 mm’/s (cSt) 
and the rate of temperature change of the fuel inlet to the fuel pumps must not exceed 
2°C/minute. 

The sulfur content in fuel oil is expressed in terms of analysis value at the Laboratories are 

generally indicated in weight percent. When other 2 fuel oils are mixed, the assumed sulfur 
content can be determined by the formula below or graphs on fig.6: 


X XI X W] | XX Wo 
w Wi + W: W, + W 
where: 
- Xy: Assumed sulfur content of the mixed fuel oil (%) 


- Xi, X2: Sulfur content of each fuel oil (%) 
- Wi, W2: Weight percent of each fuel oil (%) 


If it is assumed that a reduced amount of total of 90 tons of HFO with a sulfur content of 3.5% is 
remained in the engine room FO Settling and Service Tanks then min 180 tons of LSFO/LSGO 
with a sulfur content of 1.0% is required before the ship enters ECAs to the assumed sulfur content 
of the mixed fuel oil in respective tanks reaches Xw = 1.5%: 


3.5% x 90 tons , 1.0% x 180 tons 


A= “99-4180 tons 90 + 180 tons 
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Fig. 6 Dilution time to reach 1.5% Sulphur in percent of the fuel oil hours contained 
in the blending volume [14] 


If we assume further that fuel oil consumption is 90 tons per day then changing should be 
commenced minimum 3 days before the ship enters ECAs giving a larger margin against the 
controlled value that depends on the sulfur content of each component fuel oil, mixing ratio and 
consumption of the mixed fuel oil. For the above example from the fig. 6 graph as published by 
DNVPS which shows the sulfur dilution time would be 200% of the fuel oil consumption time for 
the quantity of HFO remaining in the settling and service tanks, plus the system pipelines at the 
commencement of the change-over to LSFO. 

It can be seen that, because of the infinite number of possible values for the sulfur contents of both 
HFO and LSFO/LSGO, it is not feasible to dictate a definite time for the minimum duration of the 
change-over period. Therefore, timing for changing over cannot be assumed by any fixed figure 
and it is necessary to have precise calculations and to establish an enough allowance, assuming 
that re-bunkering has taken place since the previous change-over. Moreover, each vessel will 
require to have own procedures depending on bunker condition and fuel oil system. 


5. Conclusions 


To meet requirements of IMO Regulation 14 of Annex VI to the International Convention on 
the Prevention of Pollution from Ships (MARPOL) the ship-owners have to face up the problems 
in operation and adaptation of fuel piping/ tank systems connected with switching of fuel supply 
to marine diesel engines from HFO to LSFO/ LSGO and/ or to install additional equipment as 
wet/ dry scrubbers to clean exhaust gases [10]. 

The presented in this article consideration regarding operational problems in marine diesel 
engines switching on low sulfur fuels before entering and operating in the emission controlled 
areas, allows the following conclusions and expressions to be constructed: 

1. LSFO combustion doesn’t give rise to any difficulties except compatibility which can be 
reduced to minimum if proper rules are followed as fuel testing and mixing of two different 
grades in maximum 80:20 proportion. However, certain amount of chemicals (10% of bunker 
being mixed) should be maintained on board all the time to suspend heavy fuel particles and 
disperse sludge, to dissolve existing sludge, to enable the fuel to become a more stable and 


homogeneous fluid and finally to improve combustion in case the effect of fuel instability 
and incompatibility occurred. Besides, one HFO bunker tank has to be separated to store only 
LSFO what in the most ship’s constructions and available tanks is not a problem. 

Use of LSGO that is obligatory presently in CARB and in at internal EU waters and at berth 
but soon since 1 January 2015 it will cover all ECAs, causes not only compatibility problems 
but lubricity, low viscosity and density difficulties as well. Besides, process of switching to/ 
from LSGO is technically more complicated and requires marine diesel engines to be adapted 
to combust this fuel. As resulting from the engines producers’ analysis modern and low 
speed engines are well adapted to combust LSGO and with suitable protective and preventive 
measures and application of appropriate and the adjusted cylinder oil there is no reported 
problems with operation on LSGO [1, 8]. However, fuel systems will need the closer 
individual analysis because of quantities of LSGO required to operate in ECAs can cause that 
some vessels may need to be modified for additional distillate fuel storage capacity and 
reconstructed fuel piping including bunker lines. This condition may create some problems in 
transition stage and needs to be taken into consideration in advance. Next, cylinder oil can 
cause that some vessels may need to store two grade of oil BN70 and BN40/50 or use one 
grade of more universal oil BN50 considering electronically controlled feed rate and 
bunkering HFO with sulfur content to 3.5%. That condition mostly can be easily 
accomplished due to global tendency of HFO bunker deliveries and common fitting 
electronically controlled cylinder oil feed rate systems on low speed engines (MAN Alpha 
Lubrication System or Wartsila RPLS). Even if systems are not fitted during ship’s delivery 
most of the ship-owners decide to install them on already operated vessels as modification 
during dry docking due to significantly reduced quantity of consumed cylinder oil. 

As an alternative to using low sulfur fuel or additional supporting equipment, ship-owners 
may choose to equip their vessels with exhaust gas cleaning devices “scrubbers” that are 
bringing positive results. However, they require modifying construction already operated 
vessels what can be difficult especially with vessels equipped with exhaust gas economizer 
used for turbogenerator at sea and most of present application has testing character and 
require to be optimized for marine use [8, 9, and 12]. Next, considerable financial outlays to 
benefits in relation to use of low sulfur fuels haven’t been evaluated yet. 

Apart of the above mentioned technical problems and difficulties with operation of marine 
diesel engines in ECAs, legislation demands have to be considered. It means custody of 
relevant documents (BDN, DNV results and sampling records), checklists, and specific 
manuals for each vessel, logbooks entries and crew members’ trainings. 
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Abstract 


This paper presents an analysis of changeability of operational loads of main engines and power consumers on 
dredgers of three basic types. The principles of processing measurement results, which should be used for 
statistical analysis of operational loads of dredger main engines and power consumers, have been formulated. 


Key words: Trailing suction hopper dredgers, cutter suction dredgers, bucket ladder dredgers, main engines, 
main consumers 


1. Introduction 


Operational loads of main engines on ships are time-changeable depending on current 
power demand from the side of consumers driven by the engines. In the case of the main 
engine driving ship propeller only ( e.g. on transport ships ) load change depends on changes 
of : sailing speed and draught , sea and wind state , course angle , icing state of operation area, 
currents etc , and also on decisions as to conducting maneuvers. If main engine propells also a 
shaft generator then engine load changes affect also load changes of the generator. [1]. 

As far as technological ships are concerned the situation is more complex as their main 

engines drive a greater number of main consumers which are more different as to their 
operational characteristics. Dredgers are those of the most sophisticated type of technological 
ships. The number of kinds of main consumers reaches 4 and the total number of them ranges 
even 10. 
This paper presents results of the author’s own operational investigations dealing with 
operational loads of main engines on dredgers. Changeability of operational loads of main 
engines has been characterized, influence of particular kinds of main consumers on 
operational loads of main engines have been presented. The principles of processing 
measurement results, which should be used in statistical analyzing operational loads of main 
engines on dredgers, have been formulated. 

The results have been presented for the three basic types of dredgers: trailing suction 
hopper dredgers, cutter suction dredgers and bucket ladder dredgers. 


2. Main consumers on dredgers 


In line with the principles given in [2] main consumers constitute different, separately 
driven devices intended for realization of given technological processes in accordance with a 
type and tasks of a dredger. The main consumers on dredgers should cover the following 
categories [3]: 

— consumers associated with dredger’s self propelling, positioning and maneuvering (main 
propellers, bow thrusters and swing winches); 

— consumers associated with loosening, dredging and transporting the soil (e.g. dredge 
pumps, jet pumps, cutter heads or bucket chains). 

Number of main consumers on a given dredger depends on the two factors: 

— firstly, if the dredger is fitted with its own propelling system, 
— secondly, how many working operations the dredger realizes. 

If a dredger is self-propelled and adjusted to realizing three working operations (i.e. 
loosening the spoil, lifting the output onto the dredger and transporting it to dump site) then 
number of kinds of main consumers equals always 4 regardless dredger type. In the case of 
lack of self propulsion or realizing only the two first working operations the number of kinds 
of main consumers is lower — equal to 2+3. Tab. 1 shows how many and which kinds of main 


consumers are installed on particular types of dredgers. 
Tab. 1 


Kinds of main consumers which are installed on particular types of dredgers 


Kinds of main consumers 


Number 

of kinds 

of main 
consumers 


Types 
of dredgers 


Propellers 
Bow and stern 
thrusters 
winches 


Trailing suction hopper 
dredger 

Cutter suction dredger 

Seagoing cutter suction 
dreger 

Bucket ladder dredger 

Seagoing bucket ladder 
dredger 

Bucket ladder dredger with 
shore discharging installation 


3. Changeability of loads of main engines and power consumers during operations 
conducted within scope of dredging work 


The analysis of changeability of loads of main engines and consumers was made with the 
use of measurement data contained in the DRAGA data base [4] and acquired a.o. in the 
frame of KBN research project [3]. The measuring instruments used for the measurements 
made it possible to perform them with 3 Hz sampling frequency. For the analysis three 
dredgers were selected, one of each type. They were: the trailing suction hopper dredger Inż. 
St. Łęgowski, the cutter suction dredger Trojan and the bucket ladder dredger /nż. T. Wenda. 
The selected dredgers are characterized by diesel electric drive systems of main consumers. 
The only exception was the dredge pump installed on the dredger Trojan, driven by a diesel 
mechanical system (driven by a diesel engine through a toothed gear). 


The service state of ,, dredging work” is that characterized by the largest number of main 
consumers under operation, therefore during the state their influence on loads of main engines 
is the greatest. In Fig. 1, 2, 3 are exemplified the characteristic runs of changeable loads of 
main engines and consumers on the three analyzed types of dredgers working during 
„dredging work”. They cover about 3 hours of dredger operation. 

Trailing suction hopper dredgers conduct dredging work performing in cycles the 
following operations: loading soil into its own hold (trailing), moving under load to a dump 
site, unloading (gravitational or hydraulically) as well as going back to a loading site. During 
dredging work all main consumers are under operation, however character of their operation 
is strictly dependent on operations contained in the scope of working cycle. In the basic type 
of power system of trailing suction hopper dredger its main engine (engines) ensures driving 
for all main consumers. When analyzing the load runs of main engines and main consumers 
driven by them attention is drawn to characteristic loads of bow thruster used during loading 
the soil. 

The bow thrusters during loading the soil are used to positioning the dredger moving 
with 2+3 kn speed. During loading the soil bow thrusters are under intermittent running. 
Number of their starts during the loading was in the range of 2+20. And, duration times of 
single operation of bow thruster were in the range of 20+400 sec. During hydraulically 
unloading character of bow thruster operation is different. Then the positioned dredger does 
not move. Its operation is as a rule almost continuous with 2+6 load changes only. It should 
be simultaneously stressed that in favourable external conditions the bow thruster are not used 
at all during the hydraulically unloading. The remaining main consumers are characterized by 
a lower load changeability. In the case of main propellers the number of load changes during 
loading the output was 2+6 , and during moving with and without output - from 6 to 12 load 
changes. An even smaller number of load changes concerns pumps both dredge and jet ones. 
In this case only 0+3 load changes of a given pump were recorded both during loading the 
output and its hydraulically unloading. 

If the bow thruster operation is neglected the number of load changes of main engines 
will be contained in the range of 11+26 per dredging work cycle (during loading the output - 
3+10 load changes, during moving with and without output - 6+12 load changes, and during 
hydraulically unloading - 1+4 load changes of main engines). The mean value of frequency of 
load changes of main engines, without taking into account bow thruster operation, reached 
4,86 changes per hour and was close to the mean value of load changes of main engines on 
fishing trawlers [1]. 

Suction cutter dredgers and bucket dredgers conduct dredging work with the use of swing 
winches, making the so called ,, butterfly” bands over digging site. The loosened spoil is lifted 
onto a dredger and discharged to hopper barges or hydraulically transported directly to land 
by means of dredge pumps. During dredging work screw propellers are standing by (they are 
only used during free floating between works or loading sites or when going to port). Cutter 
heads (or bucket chains in the case of bucket dredgers), swing winches and dredge pump 
(pumps) on suction cutter _ dredgers, are always under operation. 
In the basic type of power system of the dredgers the dredge pump is driven by a separate 
main (diesel) engine and another main engine drives the unit composed of cutter head and 
swing winches or bucket chain and swing winches. 

Number of load changes of dredge pumps on the dredgers is very similar to that for 
suction hopper dredgers. On the investigated dredger Trojan it was contained within the range 
of 1+3 changes per hour. 

Operational loads of main consumers used for mechanical loosening the soil (cutter 
heads, bucket chains) are characterized by frequent changes of loads resulting from character 
of their work (Fig.2 and 3). The load changeability is mainly associated with the cutting- into 


- the soil process performed by successive blades of cutter head (chain buckets ). The range of 
load changeability is determined by value of the coefficient N™*/N™" which is the ratio of 
maximum and minimum loads of main consumer (where CH stands for cutter head, BC — for 
bucket chain). 

For the cutter head the mean value of the ratio NZ / NE =2,38 (for medium cohesive 


soil), and for the bucket chain the ratio Nzę / Ni" =3,56 (for medium cohesive soil) and 
Np / Ng" =1,62 (for non-cohesive soil). Similar values of the ratio are characteristic also for 


swing winches. Influence of changes of dredger hoeing direction on character of loads of a 
given main consumer is an important regularity. The influence is especially distinctly 
observed in the case of swing winches. 
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Fig.l. Load changeability of power system elements of the dredger Inż. S. Legowski; a) main 
engines, b) propellers, c) dredge pumps, d) jet pump, e) bow thruster; (A — trailing, B — 
moving under load to a dump site, C — hydraulically unloading, D — going back to a loading 
site) 
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Fig.2. Load changeability of main consumers of the dredger Trojan; a) cutter head, b) swing 
winches 
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Fig.3. Load changeability of main consumers of the dredger Inż. T. Wenda; a) bucket chain, 
b) swing winches 


4. Processing the results of operational measurements 


Measurement instruments and methods to be applied as well as subsequent processing 
measurement results in order to analyze them statistically, depend on a purpose for which the 
operational data are collected. This author has conducted multiyear operational investigations 
of dredgers in order to achieve empirical data necessary for elaborating a set of novel methods 
of power plant design for dredgers. 

From the point of view of design problems of ship power systems, are important such 
load changes of main engines, which lead to changes of thermal equilibrium state and are 
associated with distinct fuel consumption change. The thing is in the changes of a value and 
duration interval which can lead to a change of temperature and rate of exhaust gas as well as 
temperature of cooling media [1]. Starting from such premises one is able to accept that 
the changeability frequency of a dozen or so changes per hour at the most , i.e. changes of 
duration from the range of a few up to a dozen or so minutes would be ultimate, maximum 
frequency of load changeability in question. 

For the above mentioned reasons it is proposed to assume, for statistical analysis of 
distributions of operational loads of main engines and consumers on dredgers, average values 
of engine (consumer) loads taken from a given time interval. On the basis of the earlier 
presented operational data one can state that in the case of suction hopper dredgers the time 
interval equal to 5 minutes would be sufficient. In the case of suction cutter dredgers and 
bucket chain dredgers such time interval would be that of making the ,,butterfly” band. The 
time interval of making the ,,butterfly” band by suction cutter dredgers reaches a few up to a 
dozen or so minutes at the most, and somewhat longer - by bucket dredgers. 
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Abstract 


The liquefied natural gas should be delivered to Swinoujscie terminal by the biggest and the most modern ships. 
Ships should be operated by Polish owners. Cargo capacity of these ships is limited by depth of waterway on 
Świnoujście terminal entry. The largest recently built LNG carriers with cargo capacity 250000 m” have drought 
about 12m which corresponds to waterway depth. The propulsion plants of such a ships should be fuelled by natural 
gas witch is considered to be an “ecological fuel”. The natural gas is widely used in onshore energetic plants however 
in marine applications the heavy fuel oil is still dominating. It is the result of problems in adaptation of marine diesel 
engines to burn natural gas. That is why LNG carriers should be equipped with combined propulsion plant COGES 
(Combined Gas Turbine and Steam Turbine Integrated Electric Drive System) made up of gas turbines burning 
natural gas from boiled off cargo and thermodynamically connected steam turbine. Such a propulsion plant is 
successfully competing in efficiency with conventional diesel engines fuelled with heavy fuel oil. 


Key words: marine combined propulsion plants, natural gas as marine fuel 


1. Introduction 


Decision to build LNG (Liquefied Natural Gas) terminal in Świnoujście raises the question 
about types of LNG carries supplying liquefied natural gas to Poland. This is Polish national 
interest to use Polish ships operated by Polish owners. It should be the largest ships passing the 
water lane on Świnoujście LNG terminal entry. The largest actually built LNG carriers (cargo 
capacity 250000 m°) have draft 12m and can easily pas existing waterway. Analysis show that 
even LNG carriers with capacity 270000 m° can call Świnoujście terminal in the future. LNG 
Carrier capacity 266000 m” is shown in figure 1. 
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Fig. 1. 
LNG carrier Mozah owner Qatar Gas 
Transport CO steaming at sea 


During sea transport natural gas is kept in liquid form under atmospheric pressure in 
temperature —/63°C. One of the basic problem during transport by means of LNG carriers is heat 
penetration into cargo tanks and evaporation of cargo. Boiled off gas can be liquefied by special 
reliquefaction system and returned to cargo tanks or can be used as fuel in ship propulsion plant. 
As the reliquefaction systems consume big amount of energy the better way is to use the boiled off 
cargo as a “ecological fuel” for ship propulsion plant. However natural gas is widely used in on 
land power stations the heavy fuel oil still dominates in ship propulsion. After combustion heavy 
fuel oil exhaust gases are very harmful to environment. Small application of natural gas for ship 
propulsion comes from difficulties in adaptation of marine diesel engines to burn the gas. That is 
why LNG carriers should be turbine driven as the turbine propulsion can be easy adopted to gas 
burning. It should be modern propulsion system COGES (Combined Gas Turbine and Steam 
Turbine Integrated Electric Drive System) consisting of gas turbines fed with boiled off cargo and 
thermodynamically connected to them steam turbine. COGES system has high efficiency 
successfully competing with efficiency of traditional diesel engine propulsion fed with heavy fuel 
oil. 


2. COGES type marine propulsion system 


Suggested for ship propulsion COGES system (fig. 2) consists of two gas and one steam 
turboalternators. They create central electric power station, which supplies the power for ship 
propulsion and ship electric net. Gas turbines I and steam turbine 2 are thermodynamically 
connected to obtain high energetic efficiency. It consists on use of gas turbine exhaust gases for 
steam generation in waste head boilers 3. The steam is used for steam turbine drive and for heating 
purposes of the ship. This way a high rate of energy utilisation is obtained and the main 
disadvantage of gas turbines i.e. high exhaust loss is eliminated. In addition the ship is not 
equipped with auxiliary diesel generators since the electric power is supplied by COGES central 
power station. The energetic efficiency of engine room is considerably increased. Engine room 
fuel systems, cooling systems and lubricating systems are simplified as well as total investment 
expanses. Analysis [4] appoint that COGES propulsion system has many advantages comparing to 
other types of propulsion in particular smaller weight and dimension (up to 30% in comparison to 
diesel engine propulsion), low costs of overhauls and repairing, high reliability and simple 
operation. Components of COGES system are shown in figure 3. 
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Fig. 2. Combined COGES type propulsion plant 
1 — gas turbine; 2 — steam turbine; 3 — exhaust gas steam boiler; 4 — main alternator; 5 — main 
switchboard; 6 — frequency converter; 7 — azipod propulsor; 8 — transformer; 9 — heating steam 
system; 10 — feed water inlet; 11 — electric power receivers 


Fig. 3. An example of COGES system components 
a) Gas turbine Simens type SGT, b) Steam turbine Simens type SST 
c) Exhaust gas heat recovery boiler Aalborg MISSION™ WHR-GT, 


Ship propulsion should be executed by modern azipod thrusters (fig. 4). Propellers 2 are driven 
by electric motors supplied via frequency converters are placed in horizontally rotational pods 1. 
Thus the high manoeuvring ability of the ship is achieved and the ship does not need classic 


steering gear. If the draft of the ship is 12 m it is necessary to install two azipod thrusters. 


Fig. 4. 

Azipod thrusters ABB 

1 — pod, 

2 — propeller, 

3 — azipod rudder fin, 

4 — azipod slewing gear 


The space of engine rooms with traditional low speed diesel engine and COGES system is 
compared in figure 5. An additional cargo space 11 is to be noticed on the ship propelled by 


COGES system due to smaller engine room. 
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Fig. 4. Comparison of machinery space of LNG carrier propelled by 
low speed diesel engine (a) and COGES system (b) 


1 — low speed diesel engine; 2 — diesel generator unit; 3 — steam boiler; 4 — propeller; 5 — rudder; 6 — gas turbine 
generator unit; 7 — steam turbine generator unit ;8 — condenser; 9 — azipod propulsor; 10 — exhaust gases outlet; 
11 — additional cargo space 


2. Rating power and efficiency of suggested ship propulsion plant 


- shaft power needed for LNG carrier with capacity 250000m and speed 79,5 knots is [6]: 


Ny = (1,34571 + 0,00003091'D,) ` v? = 37481 kW (1) 
where: 
D, = 120000 ton - deadweight of 250000 m capacity LNG carrier, 
v= 19,5 knots - assumed ship speed, 


- electric power needed by ship network during sea passage is assumed as 2000 kW, 


- hence the total power of COGES central electric station turbines is: 


ZN coass = N, + Na- 42364 kW (2) 


Nem Nye “NG NG 


where: 
w = 37481 kW — power needed for ship propulsion, 
Ne = 2000kW  — electric power needed by ship network, 
Nem= 0,97 — main electric motors efficiency, 
Nye = 0,99 — frequency converters efficiency, 
Nc = 0,97 — generators efficiency. 


Table. 1. The influence of the power distribution between gas turbines and steam turbine, specific fuel 
consumption and effective efficiency of the COGES propulsion system driven by heavy fuel oil HFO 


Power distribution between gas turbines 

and steam turbine NarNsr_ [%] AL 73123 70/30 R 
Gas turbines rated power [kW] | 2x 16946 | 2x 15887 | 2x 14828 | 2 x 13768 
Steam turbine rated power [kW] 8472 10590 12708 14828 
Specific HFO consumption of the 

COGES system [kewa] 188 | 0176 | 0165 | 0153 
Effective efficiency of the COGES 

sien TK] 46,7 49,8 53,4 57,5 
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The efficiency of COGES system depends on the rate of gas turbines exhaust gases utilisation 
i.e. power distribution between gas turbine and steam turbine. In modern onshore power station 
power distribution between gas and steam turbines is 65/35% [9]. Today it is possible to achieve in 
marine applications power distribution 75/25% and 70/30% in the future. Table 1 shows 
characteristic data of COGES propulsion system for suggested ship according to [3]. 


3. Natural gas fuel system of COGES type propulsion plant 


Nowadays COGES propulsion systems are used on passenger cruise liners. Gas turbines are fed 
with gas oil. Gas turbines of LNG carrier should be fed with natural gas. 


Schematic diagram of COGES propulsion plant fuel system on LNG carrier is shown in figure 
5. Liquefied gas is carried in cargo tanks under atmospheric pressure in temperature —/63'C. 
Boiled off gas is drawn from tanks by low pressure compressors 4 (discharge pressure about 0,2 
MPa, gas temperature on compressor outlet about — /71,5°C) and pressed to heaters 5 where the 
temperature raised to about —/0°C. Low pressure gas in temperature about 30°C can be used for 
auxiliary boiler firing. To feed gas turbines due to pressure in combustion chambers the pressure 
of gas should be raised in high pressure compressors 6 to 2,5 MPa and temperature about 30°C. 


The rate of cargo evaporation depends on outside ambient temperature. In case to small amount 
of boiled off gas in cargo tanks the system can be supplied with liquefied gas by using pumps 2 
and gas vaporisers 3. 

Pumps and compressors of boiled off gas reliquefaction system (it is equipment of each large 
capacity LNG carrier) serves in fuel system. Therefore the fuel system does not any additional 
equipment, only additional pipe connections between cargo system and engine room are needed. 


BOO 


25 MPa 30°C 


| - 163°C 


4+---—- liquefied gas 
| atmospheric pressure I 


+ boiled off gas 


Fig. 5. Gas turbines fuel system on liquefied natural gas carrier 
1 — LNG cargo tanks; 2 — liquefied gas pump; 3 — liquefied gas vaporiser; 4 — low pressure compressor; 
5 — heater; 6 — high pressure compressor; 7 — gas turbine; 8 — gas turbine combustion chamber; 9 — gas 
fired auxiliary steam boiler 


3. Forecast of fuel consumption for suggested ship COGES propulsion system 


Rated power of COGES system turboalternators covers electric power demand during sea 
passage as well as in remaining operation states e.g. ship manoeuvring, stopover on port roads, 
cargo discharging, reliquefaction system operation and regasification system operation [2]. During 
cargo discharging with all cargo pumps in operation the electric power demand is about /0000 kW. 
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During boiled off gas reliquefaction this is about 6500 kW. If the boiled off gas is used as 
propulsion fuel it decreased to 350+1600 kW. In that case: 


- daily fuel consumption of gas during sea passage is: 
Gacoces = 24 + Ncoces * &cocrs=178,9 [ton/dobe], (3) 
where: 
Neoces = 42364 kW — from formula (2), 
gcocis = 0,176 kg/kWh — specific fuel consumption from table 1 for power distribution 75/25%, 


- the amount of daily boiled of gas from (BOG) cargo tanks is about 0, /--0,2%, accepted for 
calculation is 0, 15%, that is: 


GBoc = 0,0015 + D, = 183,8 [tons/day] (4) 
gdzie: 


D, = 250000 m + 0,49 tons/m> = 122500 tons — mass of cargo 
Pine = 0,49 tons/m” — LNG density. 


The amount of BOG covers the daily fuel consumption of COGES system during sailing at sea 
with full cargo loading. In case of smaller cargo evaporation rate auxiliary cargo pumps can be 
used and liquefied cargo can be vaporised. 

- fuel requirement for to and fro trip (loading terminal — Świnoujście discharging terminal — 
loading terminal): 


Assuming the longest trip to and fro 38 days (16 days at sea in cargo condition, 16 days at sea 
in ballast condition, 6 days cargo operations) gas fuel requirement is about 5500 ton, which is 
about 4,5% of cargo capacity. The special gas fuel tanks exclusively serving for propulsion 
requirements are not needed. The propulsion system will use gas fuel from cargo tanks. A 
suitable amount of LNG cargo for return ballast trip should be left in cargo tanks. 


4. Conclusions 


This paper is the next in turn opinion of authors in the subject of construction LNG carriers 
delivering liquefied natural gas to Świnoujście terminal and type of propulsion plant for these 
ships. Undoubtedly advantages of COGES system fed by natural gas lean towards it use on 
suggested ships. The COGES system is less expensive in construction and operation as well as 
simple in operation and fed by natural gas recognised as “ecological fuel”. In addition increasing 
prices of marine fuels in the nearest future will be higher than LNG prices, which forces to 
discussion about the kind of LNG carriers propulsion. Authors of the paper consider obvious the 
necessity of construction for Poland her own LNG carrier fleet supplying gas terminal in 
Świnoujście. 
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Abstract 


The paper presents a comparative analysis of different kinds of ship propulsion systems with azimuth thrusters 
and also constructional solution of an azimuth thrusters destined for small vessel with diesel-hydraulic driving 
system. Characteristic feature of the thrusters is localization under the water of the main hydraulic motor which 
drives a fixed pitch propeller located inside a nozzle. The motor is attached to the pod which is fixed to rotatable 360 
° vertical column with nozzle. The shaft of the motor is directly coupled inside pod with propeller shaft. The column is 
driven by a small hydraulic motor through planetary and cylindrical gears. The thruster has been build and 
preliminary tested at HYDROMECH Company and now is prepared for laboratory research. 


Keywords: ship propulsion systems, diesel-hydraulic driving system, hydraulic azimuth thrusters 


1. Introduction 

Marine propulsion systems, as well as other devices and technical systems are subjected to 
continuous process improvement, both in their range of design solutions, as well as the type of 
drive and control. At the Faculty of Ocean Engineering and Ship Technology of the Gdansk 
University of Technology many years researches and design works of ship systems are conducted, 
especially low-power. As part of this work has produced several original design solutions 
propulsions, including: 

e Controllable pitch propellers, one of which was used on a submarine and two others on small 
fishing cutters [1 and 9]. 

e Azimuth thrusters with bevel gear in the pod and alternative-powered by an electric or a 
hydraulic motor placed in the hull of a ship for dual main drive of the two-segments inland 
passenger ship [3— 7]. 

e Poded azimuth thrusters with electric motors with rare earth magnets placed in the pod and 
directly connected with the propeller, and powered with photovoltaic panels. Propulsions of 
this type were used on the small boats participating in international regattas [8]. 
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e Poded azimuth thrusters with hydraulic main motor placed under water and connected 

directly with a propeller. 

The above-mentioned experience allowed undertaking the development of modern efficient 
propulsion system for small vessels with high demands on manoeuvrability and reliability. 
Following is presented an analysis of current marine propulsion systems with azimuth thrusters 
and new constructional solution with working description of the hydraulic poded azimuth thruster. 
This thruster was designed and built within conducted at the Faculty the development project 
NCBR: “Development project of propulsion-technological system for a fishing vessel adopted to 
operate in Polish economic zone”. 


2. Analysis of contemporary marine propulsion systems with azimuth thrusters 


The main ship propulsion systems with azimuth thrusters are now becoming popular especially 
with two thrusters, each with the possibility of execution complete rotation of the propeller nacelle 
in the horizontal plane. This is due to a number of essential advantages of such a propulsion 
system, the most important being: 


e Very good properties of the vessel manoeuvring. 

e Reduced demand for space power plant room inside the ship 

e Elimination the need for traditional, relatively expensive and involved a lot of space, 

steering systems 

e Possibility of using instead of a one large a few smaller higher speed engines driving, 

directly or through a reduction gear, generators (diesel-electric drive) or hydraulic pumps 
(diesel-hydraulic drive). The larger number of independent sources of energy with the 
possibility of their arrangement in the separate rooms increases reliability of the propulsion 
system, and thus the safety of navigation also. Besides, do not require high engine room 
space, allowing more efficient use of valuable space on the ship, locating power plant in 
relatively the least attractive part of the hull bottom. 

e The modular nature of the design of thrusters considerable simplifies and accelerates the 

construction of the vessel, equipment installation and replacement, if necessary. 

It should be noted, however, that this driver with the azimuth thrusters possess a significant 
disadvantage relative to conventional propulsion system, especially with low-speed two-stroke 
engine directly connected with the propeller shaft. It is the lower efficiency resulting from of 
energy losses those found in the reduction gear, which must be applied here. The value of these 
losses depends on the type of gear. 

The highest system efficiency can be achieved using a mechanical gear transmission type "Z" 
with a double bevel gear. However such system is not preferred because of the complexity of the 
design and the inability to gear ratio smooth adjustment. The second factor, in the case of a 
propeller with fixed pitch unable permanent job in the optimum engine speed under varying sea 
conditions, which can significantly reduce the efficiency of the system in the long term operation. 
Use of the controllable pitch propeller would solve this problem, but would significantly increase 
the cost and complexity of the system. These factors make this system rather less favourable in 
comparison to the rest of the mentioned systems. 

The use of electric or hydrostatic transmission is likely to require twice the change a form of 
energy: in the first mechanical energy into electrical or hydraulic and next into mechanical again, 
which is accompanied by specific loss. 

Modern electric transmissions using frequency converters are characterized by relatively high 
efficiency, yet allow smooth adjustment of the propeller speed while maintaining constant optimal 
engine speed, which is an important advantage. 
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High-pressure hydrostatic transmissions have even better features, as far as possible control 
and overload protection is consider, from electrical, but their efficiency is slightly lower. The work 
presented in [4] is a comparative analysis of two propulsion systems: diesel electric and diesel 
hydraulic capacity of 2 x 150 kW shows that the efficiency of the propulsion system with 
hydrostatic transmission was about 5% smaller. It should be noted that in the analyzed propulsion 
systems, there were used azimuth thrusters with bevel gear paced in the pod and driving electric or 
hydraulic motor located in an upright position in the hull directly above the nozzle with propeller, 
what can be seen in Fig | and Fig 2. 

Selected asynchronous electric motors were, unfortunately, about 15 times heavier and larger 
than the high-pressure hydraulic motors, and the total weight of the diesel-electric system 
increased by about 58%. Also, the cost of the electric motor was about 21% greater than the 
hydraulic and the whole system - by about 26%. 

The above discussion does not include constructional solutions with motors placed under water 
in a pod, although such propulsion systems, called poded systems, are now increasingly being used 
especially on large passenger ships such as Queen Mary 2, and on some special ships and naval 
vessels. However, these are usually diesel-electric propulsion systems with high 


Fig. 1. View of an example arrangement of the main components of the diesel-electric propulsion system fitted with 
the electric motors in vertical position [4]. Notation : 1 — electric generating set, 2 — auxiliary electric generating set, 
3 — electric three-phase asynchro-nous cage motor driving the propeller, 4 — frequency converter, 5 — main 
switchboard, 6 — rotatable thruster, 7 — hydraulic unit for supplying hydraulic motors, 8 — hydraulic motor fitted with 
planetary gear to drive the mechanism rotating the column of rotatable thruster, 9 — central ,, outboard water — fresh 
water” cooler, 10 — exhaust piping with silencers 
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0 7 
Fig. 2. View of an example arrangement of the main components of the diesel-hydraulic propulsion system [4]. 
Notation : 1- electric generating set, 2 — combustion engine, 3 — mechanical gear, 4 — the main pump unit to drive the 
propeller, 5 — electric generator, 6 — rotatable thruster, 7 — hydraulic motor driving the propeller, 8 — exhaust piping 
with silencers, 9 — hydraulic oil supplying unit, 10 — hydraulic motors to rotate the rotatable thruster around vertical 
axis, 11 — electric switchboard, 12 — central ,,outboard water — — fresh water” cooler. 


power electric motors with a relatively small size, fitted with permanent magnets made of rare 
earth. In the U.S., there are also constructed the hydraulic poded thrusters, but less power up to 
several hundred kW. The hydraulic motors are specially designed with elongated shape and with 
small lateral dimensions. 

Poded propulsion systems in addition to the aforementioned have additional advantages such 

as: 

e Further reducing the need for power plant space inside the ship. 

e Smaller hull vibrations induced by the motor - propeller driving system job, and thus less 
noise and greater comfort of navigation, which is extremely important especially for 
passenger ships. 

However these systems have some drawbacks, namely: 

e The high cost of motor to drive the propeller with a correspondingly high power at relatively 
low speeds and small lateral dimensions so that they can be installed inside the pod of the 
thrusters. This is especially true for electric drive, as it requires the use of high torque motors 
with permanent magnets made of rare earth materials, which range in the market, is very 
limited and usually requires execution of the order, which dramatically increases the cost. In 
the case of hydraulic drive, the motors must be a high-pressure axial piston rather with a 
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relatively small lateral dimensions, which are virtually not available in the market. They are 
produced only by very few manufacturers of complete equipment of this type, that is, 
azimuth and tunnel thrusters. 
e Serious problem in the case of diesel-electric propulsion with sufficient discharge of heat 
generated by electric motors from a small, hard-to-access space inside the pod. 
e The problem of ensuring the proper tightness of the pressure chambers and inside of the pod. 
In summary the following characteristics it should be noted that in the case of vessels which 
are required to have high manoeuvrability, ability to work in widely differing load conditions and 
a high comfortable sailing advantages poded ship propulsion system are the predominant. 


3. Design assumptions 


As a result of previous research work on the analysis of different propulsion systems presented 
in [1-9] it was decided to equip, mentioned in the introduction of a small fishing vessel, of a length 
of about 12 m, with the diesel-hydraulic drive system consists of two azimuth thrusters with power 
on each propeller shaft 80 kW. 

Due to the fact that the hydraulic drive enables a relatively easy adjustment of the direction 
and speed values assumed that the thrusters should be equipped with fixed pitch propeller, which 
are relatively simple in design, and therefore more reliable and less expensive than controllable 
pitch propeller. Furthermore, it was assumed that the propellers should be placed in the nozzles, 
which allows a reduction of their external diameter, and also protects the propeller blade from rope 
becoming caught and hitting a floating beam or ice floe. 

The basic propeller regime operating at full load power should take place at a constant 
direction of rotation of the propeller with the possibility of changing the speed depending on the 
needs and marine conditions. Manoeuvring ship can achieve by changing the angular position of 
the column with propeller, regardless of each of the thrusters. Reversing the propeller should be 
possible, but in a limited range of load and used only in justified cases, for example, needs a very 
precise manoeuvres. This restriction is justified by different conditions of the water flow in both 
directions, especially through the nozzle and the resulting wide variation in the efficiency of the 
drive system. 

Due to the lack of free space on small fishing vessel, drive system, including azimuth thrusters 
should be characterized by a compact modular design with relatively small dimensions and 
weight. 

To facilitate the selection of the best possible design solution developed technical 
documentation of two variants of the thruster, realistic to carry in a relatively short time and an 
acceptable price. The first variant is based on a more popular solution consists in using the 
propeller drive motor located in the hull above of the vertical column and nozzle. The drive from 
the motor shaft is transmitted through the vertical shaft and placed inside the pod bevel gear, to the 
propeller shaft. In the second variant, the motor was placed under water, attached to the pod, 
inside which are a propeller shaft and bearings. 

The both design documentations were sent to several potential producers to prepare their offers 
for the two varieties of thrusters. As a result of technical analysis of both design solutions and 
offerings given in terms of costs and their execution was decided to perform the second of the 
above-mentioned variants of thrusters, it means with hydraulic motor placed under water. 

The main advantage of this solution is a direct connection of the motor shaft to the propeller 
shaft without the need for gear, which simplifies design and improves the efficiency of the 
propulsion system and reduces the investment costs. Although the engine must be operated at 
lower speeds, and for this reason must be a little larger and more expensive, but the cost of 
additional bevel gear and the vertical shaft assembly would be significantly higher. 
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4. Description of structures 


The design of the thruster in longitudinal section of the assembly is shown in Fig. 3 and in 
three-dimensional Fig. 4. A fixed pitch propeller is set on tapered journal with parallel key of the 
shaft 2 and secured by bearing nut 3 screwed onto the end of the shaft. In order to protect the 
surface of the shaft and mentioned threaded connections against water intrusion, the cap 4 was 
fastened with screws and sealing O-ring to the front surface of the propeller hub. The propeller 
shaft is set on two identical tapered roller bearings 5 in the pod 6. The tapered roller bearings pair 
was applied by the need to transfer lateral forces in addition to the considerable axial forces in 
both directions caused by the work of the screws with the ability to change the direction of its 
rotation. In the front journal of the shaft an axial bore with splineway with key is made, in which 
the shaft of the hydraulic motor of the type 7 A2FM 125 REXROTH Company is mounted. The 
flange of the motors body is attached to the front face of the pod with four screws. It should be 
noted that the external lateral outline of the pod is the square of the same geometry as the outline 
of the motor flange. In order to minimize the flow resistance of water flow through the nozzle, the 
motor is mounted in the position shown in the figures and with hydraulic pipes screened by 
fairwater cap, better visible in Fig. 5 and Fig. 6. The space inside the pod is closed from the back 
by the cover 8. In hub of the cover there are three sealing lip rings set, cooperating with the sleeve 
9, which is embedded on a cylindrical journal in the middle part of the shaft. Sleeve 9 is made of 
stainless steel and sealed against the propeller hub by means of O-ring. 

The pod 6 is flanged connected to the bottom of the rotary column 10 and the rod 11. The 
lower part of the column is shaped thick-walled pipe flanges ended. An additional third small 
flange incomplete, truncated in front and back side is a little below the top flange, and is used to 
attach the nozzle 12, which is shown in Fig. 5. In the figure it is visible also a second attachment 
point of the nozzle by means of the flat bar welded in horizontal position to the nozzle and 
screwed by bolts to the bottom surface of the pod. To cylindrical surface of the column 10, in the 
middle of its length is a rectangular connection plate 13 welded. In the plate there are three 
openings connecting three concentric oil channels inside the column. Three steel pipes, appling oil 
to the hydraulic motor 7, are welded to the flange 14, which is attached by bolts to connection 
plate 10. In the flange 14 there are a few small-diameter holes to allow the connection of space 
inside the pod and the motor with the low-pressure drain channel in the column, bypassing the two 
main motor supply channels. In the cylindrical sockets of the upper part of the rod 11 there are two 
coaxially pipes 15 and 16 of different diameters, sealed by the rings type "O", which created three 
separate oil channels. Two internal channels are used to power the main engine, and the channel 
between the column and a larger diameter pipe is used for removal of oil from leaks in the motor. 

The lower part of the column 10 is connected by connector flange with the upper part of 
column 17, which is set in the body of the foundation 18 by means of two bearings: single-row 
cylindrical and double-row spherical roller. Due to the small axial loads originating only from the 
weight of the suspended on the column elements, a selected double-row spherical roller bearing is 
entirely sufficient to transfer both of these axial and transverse loads. The space inside the body 18 
is protected against ingress of water with the means of three lip rings 19 cooperating with the 
sleeve 20 made of stainless steel, built in a similar way as in the pod. An axial hole in the top of 
the column is the same diameter as the lower part, so that the sizes of 
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Fig3. Longitudinal section of the hydraulic poded azimuth thruster 
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Fig. 4. Three-dimensional longitudinal section of the hydraulic poded azimuth thruster 


three channels are identical in the both parts. In order to ensure lubrication there the radial hole is 
made in the wall of the column at a height above the sleeve 20 and cylindrical roller bearings, 
allowing the flow of returning oil through the space with the located above bearings and the gear 
26. 

The body of the foundation 18 located in the vertical hole the hull flange is fastened to the 
lower surface of the foundation plate 21. This plate of disk shape is attached with screws to a 
suitably prepared foundation within the vessel. To the upper surface of the plate 21 the body 22 of 
the thrusters slewing mechanism gear is attached. Due to the relatively low loads and low speeds 
used here a single-stage cylindrical gear with straight teeth with gear ratio 1:5,1. The drive of this 
gear is realized by means of a hydraulic motor 23 A2FM5 REXROTH company and a planetary 
gear type 24 REP125 TRAMEC company, with gear ratio 35, which is attached by a flange 25 to 
the body 22. The small cylindrical gear wheel 26 is mounted directly on the journal of the 
planetary gear shaft with a parallel key. The large gear wheel 27 is mounted with screws on the 
upper face of the upper part of the column 17. The large wheel 27 is rigidly connected to pin 28 of 
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the upper mounting oil tubes unit. This pin with suitably shaped cylindrical outer surface, the 
channels and rings set with the possibility of turning in the housing 29 provides to be the rotary 
pressure joints. The housing is closed at the top by the cover 30 and is fixed rigidly to the gear 
body 22. Two connectors for connection of high pressure oil pipe are welded to cylindrical outer 
surface of the housing 29. Third, a small oil connector is placed in the cover 30. 


Fig. 5. Axonometric (with transparent fairwater cap) and central projection view of the azimuth thruster. 
5. Concluding Remarks 


Presented in the article design solution of the small power poded azimuth thrusters is an 
attempt to introduce this type of drive for small vessels. The aforementioned advantages of poded 
propulsion systems justify the need for research work in this subject. The principal feature and 
advantage of presented solutions is usage of typical hydraulic motor of wide recognized company, 
which although located under the water, but is easily accessible. It facilitates the control and 
possible replacement of the motor. It should be noted that up to now there are none of 
commercially available low-power hydraulic motors, which would be aligned transverse 
dimensions for installation in the pod. The motor which was used here is not beneficial in this 
regard, but according to the authors, screened by fairwater cap, as shown in Fig. 5 does not 
significantly interfere with the flow of the water stream to the propeller located in the nozzle. By 
the time the article submission the thruster was made and subjected to acceptance tests at the 
manufacturer. Due to the limited technical capabilities and measuring these tests were limited to 
checking tightness of all the oil channels and the correctness of the mechanisms at work, but 
without a load. 

Laboratory test of the thrusters together with complete diesel-hydraulic propulsion system at 
full load range will be conducted at the beginning of 2012. 

The thruster, whose photograph is shown in Fig. 6, was presented on 16th International 
Maritime Exhibition BALTEXPO - 2011 in Gdansk, where it gathered much attention, especially 
owners of small vessels. 
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Fig. 6. Photography of the azimuth poded thruster presented on the 16th International Maritime Exhibition 
BALTEXPO — 2011 in Gdansk 
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Abstract 


This paper presents a concept of a ship combined high-power system consisted of main piston engine and steam 
turbine subsystems, which make use of energy contained in exhaust gas from main piston engine. The combined 
system consisted of a piston combustion engine and an associated with it steam turbine subsystem, was considered. 
The system’s energy optimization was performed from the thermodynamic point of view only. Any technical — 
economical analyses were not carried out. Numerical calculations were performed for a Wartsila and MAN Diesel & 
Turbo low-speed diesel engine of about 50 MW output power. 


Keywords: ship power plants, ship propulsion, combined system, Marine Diesel Engine, steam turbine 


Nomenclature 
be - specific fuel oil consumption N - power 
H;i - enthalpy drop in the turbine p - pressure 
m - mass flow rate t - temperature 
Indices: 
combi - combined system g - exhaust gas 
d - deaerator k - parameters in a condenser 
D - Diesel engine o - live steam, calculation point 
exh - exhaust passage ST - Steam turbine 
f - fuel SS - ship living purposes 


FW - feed water 
1. Introduction 


In propulsion ship systems last years there have been adopted combined systems such as gas- 
steam turbine systems. These systems can reach efficiency above 60% on the land. On the sea 
these system has been adopted on the passengers liner Millenium. But for now it is the only 
example of the combined system which is connected with the biggest efficiency. However these 
system needs more expensive fuel, such as Marine Diesel Oil. In much majority trade ships are 
propelled by low-speed Marine Diesel Engine, which needs relatively cheap Heave Fuel Oil. It 
seems that the above tendency will continue in the world’s merchant navy for the next couple of 
years. 

The Diesel engine is still most frequently use as the main engine in marine applications. On 
one hand it burns the cheapest fuel (heave fuel oil), on the other it has the highest efficiency of all 
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heat engines. The exhaust gases leaving the Diesel engine contains huge energy which can be 
utilised in other device (engine), thus increasing the efficiency of the engine system and reducing 
the emission of substance to the atmosphere. 

A possible solution here can be a system combined of a piston internal combustion engine and 
the gas and steam turbine circuit that utilises the heat contained in the exhaust gases from the 
Diesel engine. The leading engine in this system is the piston internal combustion engine. It seems 
that now, when fast container ships with transporting capacity of 8 - 12 thousand TU are entering 
into service, the propulsion engines require very large power, exceeding 50-80 MW. On the other 
hand, increasing prices of fuel and restrictive ecological limits concerning the emission of NO, and 
CO; to the atmosphere provoke searching for new solutions which will increase the efficiency of 
the propulsion and reduce the emission of gases to the atmosphere. 

The ship main engines will be large low-speed piston engines that burns heavy fuel oil. At the 
present, the efficiency of these engines nears to 45 — 50%. For such a large power output ranges, 
the exhaust gas which leaving the engine, contains huge amount of heat available for further 
utilisation. 

In this article has been shown the comparison the combined systems which are composited 
with Low-Speed Diesel engine as the main engine and steam turbine which is powered by water 
steam from utilisation system exploited exhaust combustion heat with the piston system. This is 
considered the steam turbine with single-pressure system and two-pressure system for two Low- 
Speed Engine Wartsila company type RTA96C and MAN Diesel & Turbo company type K98MC. 


2. Marine Diesel Low-Speed Engine 


In this deliberation there has been taken to compare two Low-Speed Diesel Engine, which 
basic parameters has been shown in the Table 1. 


Tab. 1 Basic ships parameters of Low-Speed Diesel Engine 


Company WARTSILA MAN DIESEL & TURBO 
Engine type 9RTA 96C 9K98 MC 
Power kW 46 322 48 762 
Ambient air temperature PG 25 25 
Barometric pressure bar 1 1 
Engine speed r/min 98,5 100,4 
Exhaust gases mass flow kg/s 104,5 134,25 
Exhaust gas temperature °C 271 232,8 
Fuel Heavy Fuel Heavy Fuel 
Calorific value of fuel oil kJ/kg 42 700 42 700 
Fuel mass flow kg/s 2,1467 2,369 


For huge power of combustion engine, in exhaust gases which drops engine, there are much 
amount of heat which can be utilized. 

In this combined system exhaust gases from collector of exhaust Diesel engine are directed to 
utilisation system in which there heat gave to water steam, which feed steam turbine cycle, making 
additional power, Figure 1. 
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3. Ship combined system of Diesel engine — steam turbine 


The cycle of steam turbine in the combined system has been adopted with Single-Pressure 
System and Two-Pressure System. 

In system with the Single-Pressure System, Fig. 2, accepted only one preheater in steam 
system, deaerator element which is heated by touch steam stream taken from steam turbine loose. 
Additionally there has been accepted that steam stream for ship living purposes will be taken after 
superheater of steam system. 


Fig. 1. Combined system with the Diesel main engine and the steam turbine 


In system with the Two-Pressure System, Fig. 3, received two steam pressure in boiler drum, 
however in low pressure boiler drum saturated steam (x=1) reinforce steam turbine and steam 
stream is taken for ship living purposes. There has been also accepted only one regenerative 
preheater, deaerator element which is heated by steam stream from turbine loose. 

In those both cases in steam turbine cycle there has been taken steam turbine type: 
condensation, which condenser is cool down by sea water. 


Fig. 2. Flow Diagram of the Single-Pressure System of Steam Turbine 
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In this calculation there has been accepted that temperature of live steam in steam turbine 
system will be lower about 10°C than temperature of exhaust combustion from the combined 
system [3]. The pressure in condenser is the same in both taken engines. To calculation connected 
with steam stream for ship living purposes accepted for both engines the same value and the same 
return temperature of water stream for ship living purposes with heat box. Deaerator is boiling 
type (blend) in which the condensate stream from condenser is heated by steam stream loose from 
turbine to taken water temperature, reinforce steam system. 


trx 


Fig. 3. Flow Diagram for a Two — Pressure System of Steam Turbine 
4. Comparison of calculation combined cycle for low-speed combined system 


The calculation of combined cycle with low-speed combined engine and steam turbine with 
Single-Pressure system and Two-Pressure system is effected for two types of engine Wartsila 
company 9RTA96C and Man Diesel & Turbo company 9 K98MC, as in Table 1. 

The calculation is effected for two values of feeding water temperature, the same for two types 
of system. In this calculations there has been searching the maximum power of steam turbine in 
pressure function of live steam po. The maximum power of steam turbine system also asserts the 
biggest efficiency of combined cycle. 

On Figure 4 is shown progress of steam turbine power in the case of pressure of live steam to 
constant temperature of reinforce water and for cycle with Single-Pressure system or Two- 
Pressure system without steam stream collection on ship living purposes. From diagrams appears 
that Two-Pressure system for both engine provide the maximum power of steam turbine in the 
case of properly taken pressure of low pressure boiler drum. The extension of pressure of low 
pressure boiler drum decreases the power of steam turbine. In both cases the maximum steam 
turbine power of Single-Pressure system is lower than the maximum power of Two-Pressure 
system. However the optimum pressure of live steam for Single-Pressure system is lower than 
pressure of live steam for Two-Pressure system. 
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Fig. 4. The power of steam turbine in function of live steam pressure for constant feed water temperature in steam 
turbine cycle with Single-Pressure and Two-Pressure system (without steam flow of ship living purposes) 


a) Wartsila engine 9RTA96C b) MAN Diesel & Turbo engine 9K98MC 
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Fig. 5. The power of steam turbine in function of live steam pressure for constant feed water temperature 
a) Wartsila engine 9RTA96C b) MAN Diesel & Turbo engine 9K98MC 
Mss = 0 Single-Pressure System - - - - - Two-Pressure System 
Mss = 2000 kg/h ....... Single-Pressure System _._._ Two-Pressure System 


On Figure 5 shows progresses of steam turbine power in function of live steam pressure in the 
case without taking flow steam on ship living purposes and for flow mss = 2000 kg/h. For both 
engines the power of steam turbine is lower in the case taking steam Mss to cycle without taking 
this steam. In the same time for both engines in case of taking steam stream on ship living 
purposes the optimum pressure of live steam in Single-Pressure and Two-Pressure system for the 
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maximum power of steam turbine is lower the in the case without taking steam mgs. For Two- 
Pressure system the pressure in low pressure boiler drum is the same for both cases. 

Diagrams in Figure 6 show dependence of steam turbine power for two feed water 
temperatures. 
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Fig. 6. The power of steam turbine in function of live steam pressure for constant steam flow in ship living purposes 
and for constant feed water temperature 


a) Wartsila engine 9RTA96C b) MAN Diesel & Turbo engine 9K98MC 
trw = 100°C Single-Pressure System - - - - - Two-Pressure System 
tew 120C  ....... Single-Pressure System _._._ Two-Pressure System 
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Fig. 7. Changes of exhaust gases temperatures from utilisation system of combined system for m,, = 2000 kg/h 


a) Wartsila engine 9RTA96C b) MAN Diesel & Turbo engine 9K98MC 
trw = 100°C Single-Pressure System - - - - - Two-Pressure System 
tew lOG. reces Single-Pressure System _._._ Two-Pressure System 


The temperatures of exhaust gases in utilisation system of combined system for both cases of 
engine is the same for Single-Pressure and Two-Pressure system no mater of than it takes steam on 
ship living purposes or not, Figure 7. For higher feed water temperature, with increase of live 
steam pressure the exhaust gases temperature for Two-Pressure system is constant. But in case of 
Single-Pressure system the exhaust temperature for both engines is fast growing. 
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Fig. 8. Reference of steam turbine power in function of fresh steam pressure of Single-Pressure and Two-Pressure 
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Fig. 9. Exhaust gases temperature of utilisation system in function of live steam pressure of Single-Pressure and Two- 
Pressure system 
Engine 9RTA96C Single-Pressure system - - - - - Two-Pressure system 
Engine 9K98MC  ....... Single-Pressure system _. _. _ Two-Pressure system 
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In Figure 8 shows reference power of steam turbine in the proportion to Diesel engine power in 
function of live steam pressure. Alike for Wartsila company engine and for MAN Diesel & Turbo 
company engine the power of steam turbine from Two-Pressure system is higher in the proportion 
to Single-Pressure system. The relative power of steam turbine with Wartsila engine is higher 
about 46-61% than the relative power of steam turbine in MAN Diesel & Turbo engine. 

The capability of temperature progress of exhaust gases from utilisation system is similar, Figure 
9. For Wartsila engine the exhaust gases temperature for Single-Pressure system and Two-Pressure 
system are lower. 


5. The parameters of steam turbine cycle for combined system 


From thermodynamic calculations of steam turbine cycle for combined system there has been 
appointed the parameters of steam turbine for engine company: Wartsila and MAN Diesel & 
Turbo. It has been searching the maximum power of steam turbine for two values of feed water 
temperature 100 °C and 120 °C, however the calculations has been done for cycle without taking 
the steam flow on ship living purposes and for taking flow ms; = 2000 kg/h. 

In Table 2 there has been shown calculations value of combined cycle for maximum power of 
steam turbine in accepted steam flow on ship living purposes. 


Engine 9RTA96C company Wartsila 
The maximum power of steam turbine with Single-Pressure system is smaller than power of 


steam turbine with Two-Pressure system about 7,3 % for trw = 120°C and about 12 % for feed 
water temperature equal 100 °C. The power of steam turbine for higher feed water is smaller 
beside calculation for trw = 120°C properly about 5,5 % for Single-Pressure system and 9,2 % for 
Two-Pressure system. The live steam pressure for Two-Pressure system is higher than for Single- 
Pressure system. For higher feed water temperature the live steam pressure is going high and is 
almost 3 times higher for Two-Pressure system than for Single-Pressure system. The live steam 
flow for Single-Pressure system is higher about 24-30 % in the proportion to Two-Pressure 
system, conversely is with decrease of enthalpy in steam turbine, properly is growing about 23-26 
% in Two-Pressure system. The temperature of exhaust gases for Single-Pressure system is higher 
than for Two-Pressure system, but with the grown of trw the temperature of exhaust gases is also 
going up. The flow of heating steam in Two-Single system mg is higher about 12-23 % in the 
proportion for Single-Pressure system, which is cause by bigger flow of condenser in the 
condenser of Two-Pressure system (higher about 5-18 %). The calculations show steam turbine in 
combine system with Two-Pressure system cause the acceleration of propulsion system efficiency, 
decreasing specific fuel oil consumption for about 5,7-6,2 % in the proportion for classic 
efficiency system with low-speed Diesel engine. 


Engine 9K98MC company MAN Diesel & Turbo 

In combined system with engine company MAN Diesel & Turbo the maximum power of steam 
turbine is obtained for Two-Pressure system, but there is noticed that it is high dependence from 
feed water temperature. For feed water temperature 120°C the maximum power of steam turbine is 
comparable for both system. With decrease of feed water temperature to 100 °C, the maximum 
power of steam turbine with Two-Pressure system is higher about 7% than the power of turbine 
with Single-Pressure system. The optimum of live steam pressure, is similar to combined system 
with engine company Warsila, which is also higher for Two-Pressure system (about 4 times more) 
in the compare to Single-Pressure system. The flow of live steam and the stream of heating steam 
in the deaerator is bigger for Two-Pressure system, properly about 28-38 % and 7,9-9,6 % in the 
compare for Single-Pressure system. The stream of condenser is smaller in Single-Pressure 
system. The temperature of exhaust gases from system for trw = 100°C is almost exactly for both 
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system, but for trw = 120°C the temperature of exhaust gases is higher about 10°C for Two- 
Pressure system than for the temperature for Single-Pressure system. The decrease of enthalpy in 
both cases in steam turbine is higher for Two-Pressure system beside of feed water temperature, 
for trw = 100°C is about 24,5 %, and for 120°C about 30% in the proportion for Single-Pressure 
system. The delve studies show that for combined circulation with higher of feed water 
temperature for Single-Pressure system is comparable with Two-Pressure system in the case of 
steam turbine power, but for the feed water temperature is smaller (100 °C) the increase of steam 
turbine in Two-Pressure system is not so big in comparable to Single-Pressure system. Therefore it 
appears that for this engine in combined system in relative to comparative low temperature of 
exhaust gases from Diesel engine, the system of steam turbine should be feed from Single- 
Pressure system (invest cost are lower). For this case the efficiency of combined system is higher 
than for classic system, and also there is lower specific fuel oil consumption - about 4,8-5,1 % for 
trw = 100°C and about 4,6 % for trw = 120°C in the compare to classic Diesel engine. 


Tab. 2. The calculations of combined cycle for the maximum power of steam turbine 


9RTA96C Watrsila 9K98MC MAN Diesel & Turbo 
Np kW 46332 48762 
tg oC 271 232,8 
bep g/kWh 166,8 174,9 
nD % 50,55 48,2 
Waste Heat Boiler Waste Heat Boiler 
Single-Pressure Two-Pressure Single-Pressure Two-Pressure 
Mss kg /h 2000 
trw oC 100 
to oC 261 222,8 
Po bar 3 10 2 6 
pi bar 2 2 
Mo kg/h 18811 14296 19332 14016 
ma kg/h 2144 2634 2204 2417 
Mk kg/h 16666 18811 17128 17882 
tEXH oC 136,8 125,3 127,2 126,3 
Nsr kW 2765 3085 2466 2647 
Neombi/ Np % 105,97 106,66 105,06 105,43 
Ncombi % 53,56 53,91 50,64 50,82 
An/ np % 5,97 6,66 5,06 5,43 
becombi kg/kWh 157,41 156,39 166,5 165,9 
Abe/bep % -5,63 -6,24 -4,81 -5,15 
Hi kJ/kg 580,8 714,4 508 632,3 
trw oC 120 
to oC 261 222,8 
Po bar 3 12 2 8 
pi bar 3 3 
Mo kg/h 18811 13168 19332 12083 
ma kg/h 2690 3010 2687 2900 
Mk kg/h 16121 16930 16644 15466 
tExH oC 141,7 141,6 131 141,2 
Nsr kW 2621 2823 2331 2333 
Neombi/ Np % 105,66 106,1 104,8 104,8 
Ncombi % 53,40 53,63 50,51 50,51 
An/ np % 5,66 6,09 4,78 4,78 
becombi kg/kWh 157,9 157,2 166,9 166,9 
Abe/bep % -5,35 -5,74 -4,56 -4,56 
Hi kJ/kg 580,8 733,2 508 663,2 
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6. Final conclusions 


From the compare of combined system Diesel engine with steam turbine for two types of low- 

speed engine appears: 

- achieved powers of steam turbine for both engine increase the total power of system from 
4,8 to 6,4 % for engine 9K98MC company MAN Diesel & Turbo and 5,7-6,7 % engine 
9RTA96C company Wartsila. The powers of steam turbine for engine company Wartsila is 
higher than for combined system with engine company MAN Diesel & Turbo. It appears 
that from higher heat energy tight in exhaust gases of Wartsila engine (the temperature of 
exhaust gases is high about 38 °C), 

- combined systems with engine company Wartsila have bigger efficiency, 

- for engine 9RTA96C it appears that it is more profitable to use Two-Pressure system in 
combined system, whereas in engine 9K98MC using Two-Pressure system do not radically 
increase the power of steam turbine. What more, on that content of sulphur in fuel, 
producers advice higher temperature of feed water, for example MAN Diesel & Turbo 
advices temperature of feed water no lower than 120 °C [3, 4]. 

It is possible to adopt combined cycle Marine Diesel Engine as major engine and steam turbine 
which uses heat inside exhaust gases of Diesel engine. Those systems can have thermodynamic 
efficiencies compare to circulations of combined gas turbines, whose are connected with steam 
turbines. Adopted combined system in case of variant and load of major engine can help 
increasing of power system from 4,8 to 6,7 % in the compare to conventional system for the same 
fuel flow. Therefore combined system decreases individual fuel expenditure about 4,6-6,24 % in 
the proportion to conventional system. The efficiency of combined system is growing in the 
proportion to conventional system similar to system power, i.e. from 4,8 to 6,7 % achieve 
efficiency values of system about 50,5-53,9 % of maximum power. 

Adoption of combined system not only gives thermodynamic advantages — increase of efficiency 
and economic — lower fuel consumption for the same power of propulsion system, but also 
ecologic advantages. 
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Abstract 


This paper presents a detailed mathematical model of ship propulsion system including slow speed diesel engine, 
screw propeller and governor. This mathematical model is then employed to investigate the system performances both 
in steady state and unsteady states. The simulation results are checked and the model is verified using experimental 
data. Next an original method for the system sensitivity analysis against changing of parameters is given. This method 
is finally applied for investigating the influence of degree of reaction of turbine of turbocharger on the system 
behaviour. 


Keywords: diesel engine, ship propulsion, sensitivity, turbocharger, degree of reaction 


Symbols R gas constant, resistance, weighting matrix 

a constant, parameter Re Reynolds number 

A area, auxiliary function S sensitivity 

b constant, parameter t time 

c specific heat, constant, parameter T temperature, time constant, thrust 

Cc coefficient, constant u specific internal energy, speed, input, 

d constant, parameter 

D diameter, draught control 

e constant, parameter V volume, speed, function 

f fuel-to-air ratio, frequency x direction coordinator 

F equivalence ratio y direction coordinator 

h specific enthalpy, calorific value, fuel z number, direction coordinator, input, 
rack disturbance 

J mass moment of inertia, performance 
index, advance number Greek letters 

K parameter, coefficient a coefficient, heat transfer coefficient 

1 length A generalized linear matrix, displacement, 

L auxiliary function average 

m mass, number € cooler effectiveness, insensitivity 

M torque, moment i n efficiency, acceleration 

n number, polytropic exponent K adiabatic exponent, thermal conductivity 

p parameter À excess air coefficient (factor), canonical 

z pressure, set of parameters variable, Lagrange multiplier 

Q heat, heat transfer, propeller torque . see ‘ 

; number v blade speed ratio, dynamic viscosity, 
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power angle, sensitivity coefficient 


T pressure ratio j index of cylinder number, integration 
p reaction degree of turbine, density l mechanical losses 
p crank angle, function max. maximum 
y flow function min. minimum 
© angular velocity mix mixing 
mot motored 
Subscripts nom. nominal 
sasani o opt optimum 
0 initial value/condition P aoier 
amb ambient is ne 
am air inlet manifold (receiver) : d r Jessi 
av air inlet valve (or port) ref e Pacan 
blr auxiliary blower 8 residual pas 
B n Any s index of cylinder number, integration 
clr co R a sto stoichiometric 
. sur surrounding, surface 
com combustion > sient 
- a 5 t time, turbine, theoretical 
` i tc turbocharger 
d discharge w R 
dyn dynamic 
e engine W. 
eq adi Abbreviations 
f fuel, final value/condition P aw Pitch Propeller 
uel Burn 
exhaust gas 
a exhaust me manifold (receiver) ie BERET i 
v exhaust gas valve (or port ake GCN TOD ED EE i 
6 eens (or port) MCR Maximum Continuous Rating 
hr heat release MEP Mean Effective Pressure 
hro start of heat release MMEP a losses in the form of Mean 
H itch ective Pressure 
; P : . : TDF Thrust Deduction Factor 
i index of cylinder number, integration 


1. Introduction 


To design and analyze a marine slow speed diesel engine and its control system it is necessary 
to know which parameters have considerable influence the system performance. Additionally, it 
should be cleared how these performances are affected by the system parameters. In other words 
sensitivity of the system should be analyzed. To interpret sensitivity of the system, one needs a 
clear criterion or set of criteria. Let’s consider only the related control system. In practice there are 
some defined limitations in Classification Society Rules. However, most of them take into 
consideration only the response of the system, which in the case of marine diesel engines control 
system is angular velocity of propeller or engine shaft, with no particular attention on other state 
variables. Perhaps the main reason is that the most known models for control system of ship 
propulsion system could not deliver all dynamic events of the system. Here an Instantaneous 
Value Model of Ship Propulsion System, which gives the main dynamic events of the system has 
been presented. By simulating the system, accuracy and satisfactory of the model was confirmed, 
when the results are compared with experimental data. Based on these results, author has found 
that the level of dependency of engine performances to reaction degree of turbine of turbocharger 
is very high. In this paper it is tried to answer how this parameter influence the system 
characteristic. Different criteria for parameter sensitivity are discussed and a new one is delivered. 

Sensitivity question arises whenever we attempt to construct a physical system from a set of 
mathematical specifications. One of the goals of sensitivity analysis is to assign accuracy 
requirements for system parameters consistent with sensitivity significance in the system model. 
The utilization of sensitivity in control system design was extended in the late 50’s and early 60’s 
by many authors who contributed during this period by relating stability and other system 
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characteristics to system sensitivity functions. Thus, sensitivity became an important part of 
control system design and synthesis. It is also shown that sensitivity analysis could be a useful tool 
for optimum control system design. 


2. Diesel engine model 


The model is a zero-dimensional instantaneous quasi-steady one for a turbocharged two-stroke 
diesel engine. It comprises the compressor, the charge air cooler, auxiliary blowers, the scavenging 
air receiver, the inlet air port or valve, the cylinders, the exhaust port or valve, the exhaust receiver 
and the turbine. 

All gases follow the law of the ideal gas. The basis of the model is to consider the multi- 
cylinder engine as a series of thermodynamic control volumes, linked by mass or work transfer. 
These control volumes are compressor, scavenging air receiver, cylinders, exhaust receiver and 
turbine. Heat, work and mass transfer across the boundaries of these control volumes are then 
calculated. The subsystems are treated as quasi-steady open thermodynamic systems. The model is 
that due to [1, 3, 5, 8] which themselves are developments of other studies like [7]. 


2.1. Compressor and inlet air system 
The compressor ratio is given as the ratio of the total pressures to ambient pressure: 


020 (1) 
in which 
P=P.n T: AB, T AF, + ise 2 (2) 
AF, e Pro ka Abir (Ein a Fay $ (3) 
tw = A dyn (Pin m a) ? (4) 


where P indicates pressure, superscripts am, bir, clr, dyn and amb express air inlet manifold 
(receiver), auxiliary blowers, charge air cooler, dynamic and ambient, respectively; and abr, adyn 
and Pyare constants that have to be expressed based on experimental tests or characteristic of the 
auxiliary blowers and the compressor. Constant ap; is taken to give zero pressure rise at 
approximately between 40% and 50% power. At higher power levels the auxiliary blowers do not 
operate. The constant agnis taken to give a typical dynamic pressure at the compressor outlet. 

Charge Air Cooler: A linear relationship between pressure drop in the cooler and pressure of 
the scavenging air receiver has been considered: 


AF, = APM m Fog) k (5) 
where acar is a constant. Mass accumulation in the charge air cooler is modelled through the 
scavenging air receiver. 

Compressor: The power of compressor, M,, is 


N; = m.h, ~ MD as (6) 


where m, is the air flow rate after compressor and ambient air enthalpy, ham, can be calculated for 
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fresh air at ambient temperature and enthalpy of air passing the compressor, he, should be 
calculated for fresh air at temperature of outlet air from the compressor: 


kamol 

Tiel 

= amb Kamp 

i! imet Te =L (7) 
ca 


The air mass flow after compressor and compressor efficiency are functions of angular velocity 
of turbocharger shaft, a, pressure ratio, me, ambient air temperature, Tamb and ambient air 
pressure, Pamp, can be illustrated using the static characteristic of the compressor. 

Finally, total efficiency of the compressor 7., when the mechanical efficiency, 1em, is assumed 
independent from @,- and z, (and therefore constant), can be obtained: 


UE = Nea “Mem (8) 


2.2. Flow through valves and ports 
A simple one-dimensional model for flow through a valve (or port) using the analogy of an 
orifice and having an equivalent flow area or scaled real flow area is used: 


P 
m, = Cy AV, Roi (9) 


JRT 


where m, is mass flow rate through the valve (or port), A, is flow area, Cy is discharge constant 


coefficient, y+ is flow function, T is temperature, R is gas constant and subscript | denotes the 
condition of the flow at upper point. 


y, =}; =" | (10) 


where 


2 kal 
z=(P,/P) , za) : (11) 


k is adiabatic exponent and subscript 2 denotes the condition of the flow at lower point. 

The appropriate forms of equation (10) for inlet air and exhaust gas valves (or ports) are 
considered. Both normal and reverse flow, i.e. from scavenging air receiver to the cylinder or 
reverse flow, and from the cylinder to the exhaust receiver or reverse flow have been considered in 
the model. 


2.3. Control volumes: receivers and cylinders 


The scavenging air receiver, exhaust receiver and cylinders are modelled through the mass 
balance and the energy balance equations. Both normal flow and reverse flow are taken into 
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account, but reverse flow through the compressor is unlikely to occur and auxiliary blowers 
prevent such a regime in low speeds. The possibility of reverse flow at the turbine is ignored, too. 

The total volume of scavenging air receiver is modelled as the total of the volumes of charge 
air cooler and inlet air boxes. Exhaust pulses from the cylinders are conducted to the exhaust 
receiver through exhaust diffusers. Two flow regimes can be considered: normal flow from 
cylinders to the receiver and from the receiver to turbine, and reverse flow from any cylinder. Heat 
transfer from exhaust gas to the receiver surface area must be accounted, unless the receiver is 
very well lagged. It is assumed that the exhaust gas from cylinders is to be perfectly mixed with 
the contents of the exhaust receiver. The equivalence ratio in the receiver will not be constant if 
gas is entering from a cylinder during its scavenging or overlap period. 

The basic periods occurring in the cylinders can be divided as: 1) closed cycle period, 2) blow- 
down period and 3) scavenging period. These processes are considered separately, and subdivided 
according to flow direction as normal and reverse. 

Closed cycle period includes combustion process. The one-zone model for combustion is 
applied here. For scavenging period a two-zone model is taken into account so that the cylinder 
charge comprises a fresh air zone and a residual gas zone. It is considered that a part of the 
incoming fresh inlet air is mixed with the residual gas. The model is a compromise between pure 
displacement and perfect mixing. For other periods a one-zone model is applied which is closed to 
reality. 

General equations of mass, m, and energy balance are as follows, respectively: 


dm n 

WS, m, 02) 
T SSR, Sy 5 pd vi) eu dF) | gi 
dt m dt dt dt ) OF dt | 0u/OT 


where u is internal energy and V is volume. Moreover, the fuel-to-air ratio f, is related to 
equivalence ratio of exhaust gas F, as F=ffsto, and fio is the stoichiometric fuel-to-air ratio. 
The derivative of the equivalence ratio, F, is: 


dF _ m F1 dm, r2) 


dt m\f,,, dt dt (14) 
F1I=1+Ff, 
where 

Ou 
—=c,=c,-R, 15 
or eTe (15) 
Ou 
— =u -u s" 16 
OF alr ( ) 


hence c, and c, are specific heat in constant volume and constant pressure, respectively. 

Therefore, the general equation of energy balance of two-zone control volume can be given as 
in (17) in which the subscript 1 and 2 are used for the two distinct zones. The mass of zones are 
none-zero. 
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L+L -P 
a) L(1,1) AN 
ów PIK V) Pd 
MT, 
dT, _ ÓT, A (17) 
dt 
1 Ou, 1 LL. i 
+ m, ł H 
1 oT, m,T, Ou, PV, PY, 
óT, 
where 
_1 dm, | 1 OR, dF, 1 dm, 1 OR, dF, (18) 
' m dt R OF, dt m, dt R, OF, dt’ 
dm, Ou, dF, dO, f 
L, =-u, — —m, —— + “+S hm.. 19 
jm aa mae 2" (19) 
A corresponding equation is derived for zone 2. 
2.4. | Combustion and heat release 
Heat release rate can be calculated based on Wiebe’s function: 
KI (1+K,) 
FBR =K,(1+K,) e] -exp| -K| m0 (20) 
i ! Af om i ? Atom j 


where FBR indicates non-dimensional fuel burning, K; is the shape factor, Kz is the combustion 
efficiency coefficient, tmo illustrates time in which combustion starts, and A/,,„ refers to the 
duration of combustion. According to [5]: 


0.5 0.3 
ID. M. o O, 
K,=K a | ar | | (21) 


-K, 
rf| ID m o 


z,cyl ref 


0.6 0.5 
Fy 0 
Alm = A - > (22) 
RM O, 
l ref re) 


where /D is ignition delay and the subscript ref, z and cy/ indicate reference point, beginning of 
compression and cylinder in question, respectively. 
Now, the rate of heat release can be easily found: 


d : 
Os pBR. Ś! , (23) 
dt At oom 
Q, = Neom™ ¢ A or. ? (24) 


where hør is the enthalpy of formation, Atcom is duration of combustion, mp is fuel mass and 
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Neom is the energy conversion rate denoting the efficiency of combustion as follows [2]: 


1.0 a Art Ae. 
Tom = $ A, Aexp (c; A)- b, ; LO<A<A,, (25) 
0.954 +d, ; A<1.0 


in which 4 is the excess air factor, A=//F. ay, by, cy and dy are constants which depend on the 
critical smoke limit of the excess air coefficient of combustion er. Aer. is a constant around 1.4. 
The mass of fuel injected can be defined as a function of relative fuel rack position: 


X 


m fi (26) 


17 MrycR 
where my mcr is the mass of the fuel injected when the fuel rack position is 1.0 and X;is fuel index. 


2.5. Heat transfer 
Hear transfer coefficient in cylinders, @,,, iS: 


K, Pa a AA P sil cae g 
pie 0 R dk, (E N |E 27) 


“Ty PV vat 


in which Ky is selected as 0.0832. during compression and expansion and K; and Kg are equal 2.28 
and 3.24e-3, respectively. They are equal 6.18 and zero for charge renewal period, respectively. 
Vsy is the swept volume by the piston. Cylinder pressure of a motored engine, Pey mor is the 
cylinder pressure with no combustion and up; is the average speed of cylinder piston. Then the 
convective heat transfer (gas-to-wall) can be calculated: 


dQ, 
“=a_A NT 
dt ył gl 


GF "=. (28) 


the subscript cyl sur denotes the surface of the cylinder and the total surface area for heat transfer 
calculation Aey, comprises cylinder liner, cylinder cover, exhaust valve and piston crown surface 
areas. 

Heat transfer in exhaust gas receiver is 


dQ as-sur 1, gm + T, cyl ; 
F | = 0,4 2 m ETA , (29) 


where dQgas-su/dt refers to the heat transfer from exhaust gas coming from cylinder i to the exhaust 
receiver surface or inversely. @ is the heat transfer coefficient and subscript gm denotes gas 
receiver. The temperature of the exhaust gas in the model is taken as the mean value of 
instantaneous exhaust gas temperature from the cylinder and the average exhaust gas temperature 
in the receiver. The temperature of exhaust pulse can be defined as: 


ene 
Ty i 


(7 ol ves ) s(am,, s Jai), #0 (30) 
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The area of heat transfer can be determined according to the main dimensions of the receiver. 
The convective heat transfer coefficient of the receiver, @ is [4]: 
(T, T T, 


0.502 0.4 
oli ) 2 m 


ER n GI) 


g Eref l m 2 
S ref SV ref 


where subscript gv denotes the exhaust gas valve. It is considered that the receiver is insulated and 
no heat loss from the receiver surface to the surrounding is included in the model. The receiver 
surface is calculated separately for each cylinder. Temperature of the receiver body can be derived 
from energy balance equation in the following form: 


dT, gm n, d o, , 
SmMsur _ 1 he OE 3 (32) 
dt el dt 


SMsur  SMsur 


where Cem sur is the specific heat of the applied metal in the receiver construction and mg, sur is the 
mass of exhaust receiver body. 


2.6. Turbine and turbocharger shaft speed 
The turbine mass flow is 


P 
gm (33) 


m =A, _ y 
t teq. t > 
1 Rd 


where subscript gm denotes exhaust gas manifold (receiver), Aeg is the equivalent nozzle area and 
has been substituted in mass flow rate equation through a nozzle instead of C44. wy, is the flow 
function of turbine and can be calculated in the same way as was presented for valves with the 
pressure ratio: 


P 
m, =, (34) 


gm 


ry 


Turbine Pressure Ratio: The turbine pressure ratio 7, is the total-to-static pressure ratio and it 
is given as the ratio of static pressure after the turbine and the exhaust gas pressure in the exhaust 
receiver. The turbine inlet total pressure is assumed to be equal the exhaust receiver pressure: 


Pk = an + Prack , (35) 
Toaz E apar (Pan = Bal. (36) 


where Ppack is the back pressure. 
Equivalent nozzle area of turbine: It is selected by fitting the equivalent nozzle area with 
experimental data derived from the whole engine test and then interpolated for each time step. 
Turbine Efficiency: In transient conditions turbine efficiency, 7, is not only a function of 
pressure ratio but also turbine blade speed ratio, hence the blade speed varies from optimum value. 
Therefore, in general case: 
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2 
jej) an 


n, mą 1, | v: e V, and Wess = 1c i (38) 


Miop V, opt ca 


Subscript ¢ refers to turbine and the bar sign indicates non-dimensional value and subscript opt 
refers to values of parameters at optimum turbine blade speed. The blade speed ratio is: 


ye, (39) 


gr 


Cy, =h- p,). (40) 


pr is the reaction degree of turbine (the main parameter for present analysis) and h, is theoretical 
enthalpy drop in the turbine: 


Kemal 


be a tala 
h, = Renton 1-z, Kem * (41) 


k 


gm 
Angular velocity of turbocharger shafi: The power of turbine is defined as follows: 


N, = M hexi = mh, > (42) 

The enthalpy of outflow gases, hey, can be calculated for exhaust gas at temperature of exhaust 

receiver, with equivalence ratio of fresh air and Agm should be evaluated for exhaust receiver 
condition. Temperature of exhaust gas at outlet from turbine is: 


Toa =T TN, I z a a | ; (43) 


Finally, when power of compressor and turbine are defined, the derivative of angular velocity 
of turbocharger shaft, œx, can be calculated: 


do,, _ (N, -N,) (44) 
«dt 0 i 


tc 


J 


where J is mass moment of inertia of turbocharger shaft. The mechanical losses of turbocharger, 
because of high speed of the shaft, are neglected. 


2.7. Mechanical efficiency 
The mechanical losses in the form of mean effective pressure MMEP, is as follows: 


MMEP = a, +b,P,„' +d (@— Opin)", (45) 


pea 


where Ppeak is the peak pressure of the cylinder, @,in is the minimum angular velocity of engine 
and a, bı, cj, di, e; are constants specified based on the experimental results. 
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3. Propeller and power transmission system 


Generally, in order to specify the dynamic torque of propeller, Q, it is necessary to have 
propeller angular velocity, wp(t), propeller pitch H(t) and ship’s velocity v(t). The influence of 
changing in ship's speed on the other elements of system is neglected. In order to calculate Q, 
usually total non-dimensional torque coefficient, Kg, is used: 


Q =K; Py D? n, h, , (46) 

Ko = [(%,J„Re, 4,4%), (47) 
V(l-w) 

J =———_, 48 

aa (48) 


where p, is sea water density, D is propeller diameter, np is rate of revolution of the propeller in 
rps, H/D is pitch ratio, J, is advance number, Ag/A/ is area ratio of the propeller, dp is diameter of 
propeller hub, and w is wake fraction coefficient. 


Non-dimensional ideal torque coefficient (with no losses) for FPP (Fixed Pitch Propeller) is as 
follows, [6]: 


Ic, iJ, À Hp a zw]. (49) 


Ms 


Ko =, 


i 


where Co is a constant expressed based on model tests, Zp is number of the propeller blades, and s, 
t „u and v are exponents of advance number, pitch ratio, area ratio and number of blades, 
respectively. The characteristics of CPP (Controllable Pitch Propeller) are generally different than 
FPP and variation of “’4 should be also taken into account. This is included in the model by 
decreasing the propeller open water efficiency by 2% due to existing of propeller hub. 

After taking into consideration the effect of interaction between hull and propeller by the hull 
efficiency, 7, the relative rotative efficiency, 7r and the losses due to friction in bearings, it is 
possible to calculate the propeller torque, O, for the real case. 

The shafting system is modeled as a rigid body. The derivative of propeller shaft angular 
velocity, w, is 


s. PSE 
di deeds” 


(50) 


where M is engine torque and Jg and Jp are engine and propeller mass moment of inertias. 

The propeller pitch adjusting mechanism is modeled as a pure I-action linear element. Due to 
hydraulic system aspects, difference between desired propeller pitch and its dynamic value is 
limited. In addition, the value of pitch can not exceed a specified permissible value which has 
different values in ahead and astern running. As a usual practice, maximum pitch ratio can be 
selected as 15% more than nominal pitch ratio for both ahead and astern motion with negative sign 
for astern running. 


4. Ship dynamics 


In the case of calm water, the ship motion equations will reduce to one equation for surge: 
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A-Ž =T-Q-TDF)-R, (51) 
t 


where A is the total mass of vessel, T is propeller thrust force, TDF is thrust deduction factor and R 
is total ship’s resistance. TDF can be calculated for the design conditions: 


TDF = = . (52) 
design 


5. Model of governor 


Indeed, the time constant of the governor is several times shorter than the time constant of the 
diesel engine, especially in comparison with turbocharger. Therefore, in many delivered models, 
governor has been considered as an inertialess element. Thus, the static characteristic of the 
governor has been taken as the dynamic one. The input signals for the governor are actual angular 
and desired angular velocity as a set point. The output signal is the displacement of fuel rack. The 
governor of this study is modelled as a PI controller. A scavenging air pressure fuel limiter or a 
torque limiter can be included in the governor model. 


6. Simulation 
For simulation purpose a bulk carrier built by Mitsui Eng. Co. & Shipbuilding directly driven 
by a two stroke test engine MAN-B&W L70MC-type equipped with a MAN-B&W NA 57TO 
turbocharger and propelled by a controllable pitch propeller B-Wageningen type have been 
selected. The vessel’s deadweight is 34600 t for speed of 15.5 Kn. and the required power is equal 
to 6730 kW. The engine rate of revolution is 111 rpm. The propeller is a 6145 mm diameter, 5 
blades with nominal pitch ratio of 0.71 and its area ratio is equal 0.6. 
The model is coded in state space form using MATLAB-SIMULINK 7.0. The state variables 
of the engine model, except the cylinder variables are as follows: 
the mass of scavenging air in the scavenging air receiver, 
the temperature of scavenging air in the scavenging air receiver, 
the mass of exhaust gas in the exhaust gas receiver, 
the mass of stoichiometric exhaust gas in the 
exhaust gas receiver, 
the temperature of exhaust gas in the exhaust gas receiver, 
the temperature of exhaust gas receiver wall, 
the start of the heat release and 
* the turbocharger shaft angular velocity. 
The state variables of each cylinder in the engine model are: 
the mass of fresh air zone, 
the temperature of the fresh air zone, 
the mass of the residual gas zone, 
the mass of stoichiometric exhaust gas in the residual gas zone and 
the temperature of the residual gas zone. 
The other state variables are: 
rate of revolution of propeller shaft 
pitch ratio, and 
ship’s speed. 
Comparison of the simulated steady-state performance of the engine to measured data was 
carried out using measured engine speed and measured fuel rack position as input data of the 
engine simulation model. For steady state simulation, dynamic model is applied when time is 
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enough long to derive steady state values. 

Comparison of the simulated transient response to the measured data was made in a similar 
way, i.e. using the measured transient fuel rack position and the measured transient engine speed 
as input data of the engine model. The measured engine power and measured brake mean effective 
pressure were derived from the measured water brake load, the measured engine speed and the rate 
of change of the engine speed. 

In a test run with stepwise fuel rack position adjustments at high power levels, the fuel rack 
position was decreased from 1.01 to 0.78 and restored to 1.01, see Fig. 1. The engine speed 
fluctuated between 92 [rpm] and 111 [rpm] and the engine power varied between 63% to 101%. 
Fig. 2 illustrates a very good agreement between the simulated and the measured response. 

Generally, the presented transient responses confirm validity, enough accuracy and 
compatibility of the model and permit to apply the model for different aims. 


Relative Fuel Index 


hata 


Time [s] 


Figure 1. Measured relative fuel index 


7. Sensitivity analysis method 
Consider the system 


x= TTX), t], x(t) = X, (53) 


where x(t)is an n-dimensional state variable vector and p is an r-dimensional parameter vector. 


Assume that Xom, represents state variable matrix with nominal values of p, i.e., Pnom. Which will 


m. 


be called nominal state variables vector, 


Ka = SEX RAL OWEJ Xnom.(Lo) 7 Xonom. (54) 


where x(ż)is an n-dimensional state variable vector and p is an r-dimensional parameter vector. 


Assume that x represents state variable matrix with nominal values of p, i.e. Pnom. Which will 


nom. 


be called nominal state variables vector: 


Xom = SEX nom. É) Pnom t] X nom. (f0) = Xonom. (55) 
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Figure 2. Transient response of engine and comparison of results for measured values (dashed blue) 


and simulation results (solid black) 
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When all inputs and parameters, except parameter p; are remained without any changing, and only 


j 
max." 


p; is set to its maximum possible value, x(t) changes to x This can be called maximum state 


variables vector due to changing the J” parameter. In the same way when p; is set to its minimum 


possible value, minimum state variable vector due to changing the j parameter, x}, will be 
shaped: 
Bo = Jo Opie st], SAR (ty) = Xola (56) 
3 a FEX Lin. (Phin t], Xa. (t,) = Xilin 2 (57) 
where i illustrates the state variable index and j shows the parameter index. 
Two auxiliary parameters are defined: 
i wom © — 27 nay (t 
ol! (t) waa X; ia ) U mat ) K 100 A (58) 
x; nom. (t) 
; X, t)- xj (t 
02! (t) — 1 „| ) I ak ) -100 , (59) 
x; nom ©) 


where 61; (f) and 52/(t) are relative partial differences at the time in question, in percent. 


» . „th : „th j : 
Time average difference for i state variable and j° parameter, A, , which expresses mean 
deviation from normal condition in percent is defined as follows: 


i | 61! (1) + 62; (1) | m 
0 2 


[ar 


where £,, is arising time (solution time) for state variable in question and the model is simulated 


Ai = 


i 


> (60) 


for the widest range of changing of operation point, as much as possible. 
By weighting the effects or priority of considered state or state dependent variables, e.g., from 
0 to 100, it is possible to obtain sensitivity index, S; , for j” parameter. 


S.= 2. W Ay 


J n 
X" 
j=l * 


If sensitivity index exceeds sensitivity certain value, A, system should be called sensitive to the 
considered parameter, if not the parameter in question can be named neutral. Selection of weights 
and sensitivity certain value depend directly on the system behaviour and designer experience. 

Beside of these dynamic concepts, steady state aspects must be taken into consideration. It is 
well known in Classification Society Rules that steady state error of the system is to be limited to 
several percent. Usually it is around 2%. Therefore, sensitivity criterion should be completed by 
this consideration, i.e., all above mentioned procedure must be repeated for steady state conditions. 
Finally, the sensitivity criterion can be defined as follows: ,, The system, is sensitive to parameter 
p; if sensitivity index S; is greater than both dynamic sensitivity certain value Ap, and steady state 


(61) 
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sensitivity certain value As. ”. 


8. Sensitivity estimation 


For the present case, among of different parameters, only one parameter, i.e. reaction degree of 
turbine (applied in turbocharger) is selected and sensitivity of the system against its changing is 
examined. The selected parameter and its considered nominal, maximum and minimum values are 
0.5, 0.1 and 1.0, respectively. The most important variables of the system are as follows: 
angular velocity of propeller shaft, 
relative fuel index, 
air pressure in the scavenging air receiver 
engine power, 
brake mean effective pressure, 
compressor tip speed, 
gas pressure in the exhaust gas receiver, and 
. gas temperature in the exhaust gas receiver. 

Discussion about priority and importance of these variables is out of scope of this study. The 
system is simulated for a wide range of changing in operating point of the system, where this 
operating point is varied from 110% to 70% of nominal load. The sensitivity certain value for both 
dynamic and steady state sensitivity is selected equal 2. Tab. 1 gives weights of each of the 
variables for sensitivity analysis. Pressure of exhaust gas in the exhaust gas receiver is weighted as 
zero, because it is an indirect function of other considered variables. Steady state (static) and 
dynamic values of average differences are given in Tab. 2. 


SONAR WNS 


Table 1. The considered variables and their weights for sensitivity analysis 


Variable Weight (out of 100) 
Angular velocity of propeller shaft 100 
Relative fuel index 100 


Air pressure in the scavenging air receiver 80 


Engine Power 80 
Brake mean effective pressure 50 
Compressor tip speed 20 

10 


Gas temperature in the exhaust gas receiver 
Gas pressure in the exhaust gas receiver 


Hin 


on 
© 


Table 2. Analyzing the effect of changing in "Reaction Degree of Turbine" 


Variable Dynamic Mean Diff. Static Diff. 


Angular velocity of propeller shaft (@) 0.002 0.024 


Fuel index (X) 0.234 8.577 
Engine power (N) 0.020 0.113 


Break Mean Effective Pressure (BMEP) 0.166 0.267 


Compressor tip speed (Uc) 0.326 0.418 


Air pressure in the scavenging air receiver (Pam) 0.361 0.304 


gas pressure in the exhaust gas receiver (Pgm) 0.343 0.304 


gas temperature in the exhaust gas receiver (Tgm) 18.783 64.202 
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9. Conclusion 


The considered system includes a ship propulsion plant with its control system. For the system 
in question diesel engine and propulsion performances have been modeled and simulated. Next, 
based on the simulation results the sensitivity of these performances against changing of degree of 
reaction of turbine of turbocharger is examined. According to the calculated results it is possible to 
explain how much the whole system is sensitive to the changing of considered parameter. The 
results show that dynamic sensitivity index (Sj) pynamic for the mentioned conditions is 58.4 and 
steady state sensitivity index (Sj) static iS 354.0. When they are compared to the defined sensitivity 
certain value, one can conclude that they are significantly higher than this reference level (29 and 
177 times more). This confirms that ship propulsion system is very sensitive to the changing of 
degree of reaction of turbine. Just for comparison, it should be mentioned that sensitivity index for 
other parameters of the system is significantly lower than the values calculated here and usually is 
between 0 and 50. It is a confirmation of well-known practical engineering rule for diesel engine 
that turbocharger characteristics have a great influence on engine operation. However, the results 
and delivered method indicate how this influence can be quantified and expressed in early design 
stages. 
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Abstract 


The paper deals with problem of energy demand for main propulsion as a function of deadweight and speed 
for container vessels. Changes in power of main propulsion and trends observed in the matter are appointed. In 
the same way analysis of electric power and boilers capacity are carried out. Summary conclusions and 
prognosis concern energetic plants of container vessels are expressed. 


Keywords: cargo ship, container ship, main propulsion power, electrical power, auxiliary steam delivery, 
Statistics 


1. Introduction 


Container ships are ships especially equipped with cell guides assigned for container 
transport with vertical load on and load off. The first ship assigned for container transport was 
Ideal-X, reconstructed tanker in 1956. Today the biggest container ships carry above 10000 
TEU witch hardly can pass Panama Channel. They are named Panamax Class. Number of 
container ships are bigger than Panamax and are operated on routes by-passing Panama 
Channel for example China-USA West Coasts. Now the biggest container ship is m/s EMMA 
MAERSK with cargo capacity 14500 TEU (fig. 1). 


Rys.1. 
m/s EMMA MAERSK sailing at sea 
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To assure world wide and fast transport of containers as well to reduce the cost of trade 
large container vessels are operated. They call a several large ports between continents named 
hubs. Containers from smaller ports are delivered to hubs by small container vessels named 
feeders (capacity 500-2000 TEU). Some container vessels (below 3000 TEU) are equipped 
with cargo cranes thus can call ports not equipped with container handling facilities. Larger 
container vessels are not equipped with cargo cranes and become entirely dependent on port 
facilities. Due to dimensions of this ships and weight of containers special container gantry 
cranes are used. Classification of container vessels according to the size and cargo capacity is 
shown in table 1. 


Table 1. Container Ships Size Categories 


Category name Container capacity (TEU) Example 
/v Emma Maersk 
Post-Suezmax ULCV : Kok 
(Ultra Large Container Vessel) 14501 and higher capacity 14500 TEU, 
L=397m, B=56m, T=15,5m, 
m/v COSCO Guangzhou 
Suezmax (New Panamax) 10001+14500 capacity 9500 TEU, 


beam 43 m to big to fit through 
Panama Canal's old locks, but 


Post-Panamax 5101+10000 could fit through the new built 
expansion 
m/v Providence Bay 
capacity 4224 TEU 
Panamax 3001+5000 L=292,15m, B=32,2m, 


upper dimension limit of the 
Panamax class, can pass through 
the Panama Canal 


/v TransAtlantic 
Feed 2001 — 3000 sake 
PNA capacity 384 TEU 
Feeder 1001 — 2000 Container ships under 3000 TEU 
are called feeders, many of them 
Small feeder up to 1000 are equipped with cargo cranes 


Large container vessels are the fastest merchant ships achieving speed 24-26 knots. Only 
small feeder class container vessels with the capacity below 1000 TEU sail with speed 14+18 
knots. The preliminary analysis shows trends in construction of container vessels energetic 
plants as follows: 


e small feeders with capacity up to 2000 TEU: 


- main propulsion is executed by medium speed diesel engines (sometimes two 
engines) and controllable pitch propellers driven via reduction gear; slow speed diesel 
engines are rarely used, 


- during sea passage electric power is mainly produced by shaft generators; shaft 
generators rated power is 5002000 kW; in addition there are installed two or three 
diesel generators with rated power 200--700 kW each, 


- usually feeders are equipped with two steam boilers, one fuel oil fired and one heated 
by main engine exhaust gases (waste heat recovery boiler), rated capacity 1000+2000 
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kg/h each; a number of feeders are equipped with thermooil heaters fuel oil fired and 
waste heat heated with heat capacity 600+1500 kW each, 


e large container vessels with capacity 3000+15000 TEU: 


- main propulsion is executed by slow speed diesel engines of high rated power due to 
high sea passage speed; these are the biggest diesel engines achieving rated power 
80000 kW, and even bigger for example 14 RT-flex 96C 80080 kW, 


- onboard electric power stations of big container vessels are very big achieving total 
power 3000+20000 kW due to delivering electricity to bow thrusters (1000+3000 
kW) and to 300+1000 refrigerated containers (up to 8000 kW); usually there are 4+5 
diesel generators 1000-4000 kW each; sometimes shaft generators and rarely steam 
turbo generators are used, 


- steam generating stations consist of two boilers one fuel oil fired and one waste heat 
boiler with average capacity 2000+3000 kg/h each, boiler capacity on bigger 
container vessels (6000 TEU and higher) are much higher (5000+6000 kg/h); 
sometimes also thermooil instead steam is used. 

The aim of this paper is the analysis of development trends and elaboration of formulas 
describing main propulsion power, electric power and boilers capacity of modern container 
vessels by means of statistics. To apply statistic methods a “reference list of similar ships” 
was elaborated. The reference list includes basic technical particulars of container vessels 
built in 1993+2010. Technical particulars logically and functionally connected with main 
propulsion energy, electric power and boilers capacity were analysed. 


2. Determination of ship main propulsion power 


These days container fleet is characterised by operation of growing number of large ships 
Post-Suezmax ULCV, Suezmax and Post Panamax class. Analysis of these ships main 
propulsion brought the necessity to change the range of analysis. Types and rated 
performance of propulsion plants on small and large container vessels are different. It was 
decided to split analysed population into two groups above and below 15000 DWT. 


Propulsion plants of 92 container ships were analysed in the first group. It was considered 
that similarly to many previous analysis e.g. [1] the propulsion power N,, depends on ship 
deadweight D and ship speed v according to The Admiralty Formula: 


— pó. 5 
Wy = 2 (1) 
where: 
Nw = Ne - -Now [kW] — ship propulsion power, 
Ne [kW] main engine shaft power, 


Now [kW] — shaft generator power, 

D [tons] — ship deadweight, 

v [knots] — ship speed, 

cx [-] — Admiralty Coefficient regarding hull geometric similarity. 


Using formula (1) the coefficient c, was calculated for each 92 in number ships from 
reference list. Next it was used for calculation of main propulsion power Nw; for a number of 
ship speed v = 14, 16, 18, 20, 22, 24 and 26 knots. For each given ship speed a cumulative 
diagram of dependency N,,=/(D) for all population was elaborated. The linear dependency 
between main propulsion power in given ship speed N, and ship deadweight was affirmed as: 
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Nw =aota,D. (2) 


Calculations of ao; and ay; coefficients for each chosen ship speed were based on linear 
regression by means of least squares method. The following dependencies were obtained: 


for: v=26 w Nw26= 20068 + 0,5200 D 
V=24 w Nw24 = 15784 + 0,4090 D 
v=22 w Nw22 712158 + 0,3150 D 
v=20 w Nw20 = 9134 + 0,2367 D (3) 
v=]8 w Nyis = 6659 + 0,1725 D 
v=l6w Nwis = 4677 + 0,1212D 
v=l4w Nwia = 3133 + 0,0812 D 


Obtained regression determination coefficient was r = 0,9194, and correlation coefficient 
was r = 0,9588, which confirms linear dependency between main propulsion power in given 
ship speed and ship deadweight. An example of linear regression for v=20 knots is shown on 
figure 2. 
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Coefficients ao; and a); in formula (2) depend on ship speed: 
ao = flv), a =f (v), (4) 
To determine a, and a; coefficients value in dependence on ship speed the approximation by 


power function was used: 
y=bx", (5) 


In described case it was assumed as; a, = bo v® and a; = b, v”. Regression coefficients b; 
and d; calculated by means of least square methods are as follows: 


ao =f (v) = 1,14184V; a, =f (v) = 0,00002961 v (6) 
Applying (6) to formula (2) the final form of formula for main propulsion power is: 


Ny = (1,1418 + 0,00002961 + D): v? (7) 
where: 
D [tons] — ship deadweight above 15000 DWT, 
v [knots] — ship speed. 
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For formula (7) the coefficient of regression determination is r” = 0,9729 and correlation 
coefficient is r = 0,9864. It proves high compatibility of calculation results obtained from 
formula (7) with real parameters and confirms the correctness of previous assumptions. The 
correlation between power calculated according to formula (7) and power appointed in 
reference list is shown on figure 3. 
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Similarly elaborated formula for main propulsion power of container vessels below 15000 
DWT is as follows: 


Nw = (0,2631 + 0,00007581 + D):v* (8) 
where: 
D [tons] — ship deadweight below 15000 DWT, 
v [knots] — ship speed. 


Correctness of this formula can be undermined by small population of investigated ships (7 
vessels only). However only such number of reliable data were obtained from reference list. 
Even so, coefficients of regression determination (7° = 0,9919) and Pearson linear correlation 
(r = 0,9959) of formula (8) linked to the data from reference list lean towards acceptation of 
this formula. 


3. Determination of total electric power 


To determine total electric power of modern container vessels onboard power station the 
principle of linear dependency of electric power on main propulsion power was used [2, 4]. 
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To estimate total electric power of onboard power station the linear regression with least 
square method was used. During analysis onboard power stations 86 ships from reference list 
were taken into consideration. As a result the following formula for total electric power ZNy 
was obtained: 

Ne = 1340 + 0,1497 Ny [kW] (9) 
where: 


Nw [kW] — ship main propulsion power. 


Graphical estimation of formula (9) is shown in figure 4. Coefficient of regression 
determination r” = 0,8973. Coefficient of linear correlation of values taken from formula (9) 
and data from reference list r = 0,9473. It confirms the correctness of analysis. 


4. Determination of total boilers capacity 


Similarly to electric power estimation the linear dependency between total boilers capacity 
and main propulsion shaft power was assumed. To estimate total boilers capacity as a function 
of main propulsion shaft power the linear regression with least square method was used. 46 
ships from reference list were taken into consideration. As a result of calculations the 
following formula for total boiler capacity Dy was obtained: 


Dr = 2238 + 0,1192 *N„, [kg/h] (10) 
where: 

Nw [kW] — ship main propulsion power. 

Graphical estimation of formula (10) is shown in figure 5. Coefficient of regression 


determination 7°=0,7903 and correlation coefficient r=0,8890 confirm good accuracy of 
presented method. 
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5. Conclusions — development trends of container ships 


Modern large container vessels belong to population of ships with the biggest energetic 
systems i.e. main propulsion, onboard electric power station and boilers capacity. As an 
example of such a ship can be recognized m/s EMMA MAERSK (fig. 1), capacity 14500 
TEU, service speed 25 knots, built in 2006. The main propulsion engine of this ship is huge 
slow speed diesel engine Wartsila Sulzer 14RT-flex 96C performing rated shaft power 80080 
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kW. Onboard electric power station consists of five diesel generators total power 20700 kW 
and one steam turbo generator 8500 kW driven by steam from waste heat boiler. Due to high 
waste heat utilization the ship achieves high efficiency of engine room during sea passage 
above 70%. Economic analysis show that there is requirement for even larger such type 
container ships. However there are limits in rated power of these ships propulsion engines. 
The main engine of m/s EMMA MAERSK is the biggest diesel engine offered today on the 
market. The only alternative is propulsion with two engines similarly to propulsion of modern 
largest LNG carriers. Construction of container vessels with capacity 18000 TEU and two 
main MAN engines rated shaft power 43000 HP each and specific fuel consumption 168 
g/kWh is planned by MAERSK LINES one of the biggest container ships operators in the 
world. The list of new ordered series of container ships was announced by MAERSK in 
February 2011. First ship is to be put into service in 2014. Series is named ,,Triple E” 
("Economy of scale, Energy efficient and Environmentally improved"). It means economical 
low resistance optimal hull shape, high energetic efficiency due to waste heat utilization and 
environment protection. In addition minimizing of fuel consumption is to be achieved by 
reducing of ship speed to 19 knots. 
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Abstract 

Operation of any diesel engine understood as energy transfer to a receiver at a fixed time during which the 
energy is converted and transferred into (in the form of) work and heat. Valuation of operation of diesel engines 
installed in marine power plants, proposed by the author of this paper, consists in equating the operation of this 
type of engines to a physical quantity of which the unit of measurement is the joule-second. The concept of a 
theoretical engine operation has been introduced as a standard operation to which the real operation of engines 
comprising various degrees of wear, could be equaled. It has been shown that calculation of the value of so 
understood operation needs application of the theoretical work defined on the basis of the ideal Diesel and 
Sabathe cycles, or their versions modified by heat transfer according to isobaric or isothermal transformation. It 
has been shown that for calculating the theoretical work for this type of engines the commonly known ideal 
Diesel and Sabathe cycles can be not always applied. 


Keywords: operation, energy, diesel engine, marine main engine 


1. Introduction 


Operation of diesel engines is interpreted as a transfer of energy E in the form of heat and 
work to a receiver at a given time ¢ (work is a form, way of energy conversion) [1, 2, 3, 8, 9, 
10]. So interpreted operation for this type of engines (in valuation approach) is a physical 
quantity which is a specific numerical value with a unit of measurement called the joule 
second [joule xsecond]. 

This interpretation of operation for piston internal combustion engines is a result of 
applying the analogy method (indirect method between induction and deduction) that enables 
transferring the observations from one object of research (empirical system) to another. The 
inspiration for the considerations undertaken in this paper were the suggestions by P.L. 
Maupertius and W.R. Hamilton to regard the operation of mechanical systems as a physical 
quantity that describes a change in mechanical energy at time. In consequence, in classical 
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physics there is known an interpretation for operation as a result of energy changes over time, 
expressed as a product of energy and time, which makes that the unit of measurement for the 
operation is the joule second. 

This approach considers the operation [12, 13]: 

e of a mechanical system, as a result of change in kinetic and potential energy, which is 
called the Hamilton's operation (Dy) and 

e resulting only from a change in kinetic energy of a mechanical assembly, called the 
Maupertius' operation (Dy). 

A similar interpretation for operation has been adopted to quantum mechanics with 
reference to the source of electromagnetic radiation [12, 13]. The equivalent to operation in 
the same sense is here the Planck's constant (h), which is also a physical quantity expressed 
by a number with the unit of measurement [joule x second]. 

Achievements in classical physics and quantum mechanics in this regard have led the 
author to an idea to implement such understood operation also to the technique, by providing 
it with an individual interpretation for particular power systems, including piston diesel 
engines. 

Such engine operation study seems to be useful because considerations on engine power 
properties, based on analysis and assessment of the way of energy E transfer, being work, do 
not provide full recognition on the engine usefulness for performing a task. Such recognition 
is reached through considering the converted energy and the time of its conversion jointly, so 
the quantity D = E+ which has been called the engine operation. So understood engine 
operation provides information on how long the energy E is or can be converted. If we narrow 
down the analysis on energy conversion only to work (Z) as a way (form) of energy 
conversion, simultaneously considering the time of its conversion, the engine operation can be 
defined as Dz = L-t. This type of engine operation provides information on how long the work 
L is or can be performed. This information is equally important as this one being provided by 
engine power (N) which can be determined when knowing the work Z and its performance 
time ¢. The power, as it is known, provides information on how quickly the work (L) can be 
done. 

Over time, diesel engine operation undergoes deterioration. In this connection interesting 
may be the issue of analysis and evaluation of so understood operation of this type of engines. 

The operation estimation for any diesel engine, proposed herein by the author, has this 
advantage that a descriptive assessment of operation, eg. the operation is good, not too good, 
worrisome, bad, etc. can be replaced by an evaluation resulting from equaling the operation of 
a given engine to a standard operation by using numbers, obviously with the unit of 
measurement which is the joule second. 

The meaning of such interpretation for operation of the engine and any each other power 
machine can be justified by the following reasoning: operation (D = E-t) of a diesel engine 
depends on the form in which the energy is converted by the engine and the conversion time 
(t). It can also be considered a special case of energy transfer, eg in the form of work (Z) and 
then the reasoning is as follows: operation (Dz = L-f) of a diesel engine depends on how big 
work (L) is performed by this engine and at what time (7). 

Presentation of the problem of diesel engine operation in this approach is, however, 
difficult and from this reason the solution - uneasy to accept. This follows from the fact that 
energy is understood in different ways, for example, in classical physics the energy is defined 
as the only measure for different forms of motion In thermodynamics, where additionally heat 
is considered, such definition of energy is not sufficient and therefore the energy is defined as 
a state function of a thermodynamic system or physical body, which can be evaluated only 
when being transferred during its conversion. In technique there are known two forms (two 
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ways) of its transfer (conversion), namely heat and work. Further considerations referring to 
the operation of diesel engines concern the work. 

The engine operation understood in the presented way undergoes deterioration when the 
engine wear increases. This means that the value of the operation, in comparison with the 
operation of a standard (ideal) engine, decreases with time. 

From the above results that important is an analysis of the engine operation and 
equaling it to a theoretical operation represented by a standard (ideal) engine running in 
accordance with a theoretical cycle. Therefore, the theoretical operation of the ideal engine 
needs to be determined. For the considerations we can accept that a real cycle of a low-speed 
diesel engine is the closest to the Diesel cycle and a real cycle of high-speed diesel engine — to 
the Sabathe cycle [1, 7]. 


2. Engine operation in deterministic approach 


From considerations in literature follows that in case of diesel engines, conversion of 
chemical energy (contained in the fuel-air mixture produced in combustion chambers) into 
thermal energy and then into mechanical energy in a crankshaft-piston assembly enables 
generating effective power N,. This power must be generated at time ¢ indispensable for 
execution of the task by the engine. That means that in order to perform the task at this time, 
the adequate effective work Le = Net must be executed by an arbitrary diesel engine. 
Execution of the work is an effect of the torque (M,) of the crankshaft at a defined rotational 
speed (n) of each piston internal combustion engine, including main engine [1, 2, 6, 7, 11]. 
Therefore, the engine operation interpreted as energy conversion leading to execution of the 
effective work Z, at time t can be expressed as: 


D 


Tia 


ote 


L,(t)dt r] n(r)M (r)dr (1) 


Ccomparison of so defined operation (1) of a diesel engine to the operation of ideal 
engine requires defining the theoretical operation D, for such an engine, depending on the 


way of realization of its work cycle. Determination of the theoretical operation is possible if 
the theoretical work L, that can be performed by an ideal engine at a given time ż is defined. 
To determine the theoretical work one of the theoretical cycles (Diesel or Sabathe) can be 
applied, depending on whether the consideration includes low-speed or high-speed engine [1, 
7]. A characteristic feature of these cycles is, among others, that compression of the working 
medium starts from the bottom dead centre (BDC) of the piston. Also in the case of 
comparable cycles, the working medium compression is considered from BDC. However, it 
can be or sometimes must be taken into account for theoretical analysis that in real engines 
compression of fresh charge (air with residual gas remaining in the cylinder from the previous 
cycle) in the workspace starts from the piston’s position finding itself above the BDC. The 
reason is that, before the compression of fresh charge in the cylinder proceeds,: 

e first, the exhaust valve in uniflow two-stroke engines must be closed and in engines 
comprising other types of scavenge the air intake slots and exhaust slots must be 
covered, what takes place when the piston is above BDC, 

e first, the air intake valve in four-stroke engines must be closed, which also takes 
place when the piston is already away from BDC and moves to TDC. 

It must be therefore assumed that till the moment when the compression of fresh charge 

starts in a real engine, the heat is transferred to environment. Thus, taking this fact into 


81 


account, not only isochoric heat transfer should be considered in the theoretical cycles of 
diesel engines (as it takes place in the Diesel and Sabathe cycles), but additionally the heat 
transfer, depending on the speed-type engine, at: 

e constant pressure (isobaric), in case of low- and medium-speed engines, 

e constant temperature (isothermal), in case of medium- and high-speed engines. 

This approach can be justified by the fact that in the case of low- and medium-speed 
engines with lower rotational speeds the flow resistances change in such a way that it can be 
concluded that the heat transfer process runs at the same pressure. During realization of the 
process, however, a significant change in temperature occurs due to the longer time (than in 
the case of high-speed engines) of transferring the heat to environment, which goes by before 
the compression of the fresh charge becomes initiated. 

For medium-speed engines with higher rotational speeds, particularly for high-speed 
engines, the flow resistances change significantly (in comparison with low-speed engines) and 
therefore, we cannot assume that the heat transfer process runs at the same pressure. During 
realization of the process, however, the nonessential change in temperature proceeds due to 
shorter time (than in the case of low-speed engines) of transferring the heat to environment, 
which goes by before the compression of the fresh charge is initiated in the cylinder. 
Consequently, it can be accepted that in engines of this type the isothermal heat transfer 
process exists (after the end of the isochoric heat transfer process) before the compression 
process of the fresh charge is initiated. 

Thus, in order to evaluate the real operation of engines operated in the given conditions, 
described in the work [2], we should compare it to the theoretical operation. This issue for 
low-speed two-stroke engines has been presented in the work [1]. 

Operation of supercharged high-speed two-stroke diesel engines whose real (indicator) 
cycles are close to the Sabathe cycle, can be considered in a similar way. 


3. Theoretical operation of internal combustion engines and its practical significance 


In case of diesel engines, there are important possible operation and demanded 
operation dependant on the effective work Le and time ¢ (1). However, in order to determine 
the operations, also the theoretical operation is needed as the operation enabling assessment 
on how far the possible engine operation differs from the standard operation. In this case, the 
knowledge of the theoretical work (Z,) (besides the time 7) is indispensable. This work can be 
easily determined knowing the average theoretical pressure (p,). Such theoretical operation, in 
other words: the theoretically possible operation (D, ), can be determined in accordance with 


the formula (1) as: 


D, = [Lod 2) 


The theoretical cycles of diesel engines include thermodynamic cycles for this type of 
engines, such as the Sabathe cycle and the Diesel cycle, where the real cycles of high-speed 
diesel engines are the closest to the Sabathe cycle and the real cycles of low-speed diesel 
engines - to the Diesel cycle [7]. 

Determination of the theoretical work (Z, requires the knowledge of the work 
performed during one theoretical working cycle (Ly) of engine. 

In case of high-speed two-stroke internal combustion engines whose the real cycle is the 
closest to the Sabathe cycle, taking into account that the beginning of compression starts 
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above BDC, the theoretical cycle in the form of the modified Sabathe cycle can be applied for 
calculation of the theoretical work of the cycle Z, including additionally isobaric heat transfer 
(Fig. 1). Isobaric heat transfer proceeds on the way of the piston’s motion from BDC (p.6) to 
the position (p.1) at which the compression of the working medium begins. 


RN Gir + 2, [LL] Qr + Or 


Fig.1 . Modified theoretical Sabathe cycle including additionally isobaric heat transfer: a) with regard to work, 
b) with regard to heat: Ly — theoretical work of the cycle, p — pressure, p, — average theoretical pressure, V— 
volume, T — temperature, S — entropy, Q; — supplied heat, Qz, — heat transferred at constant volume (isochoric), 
Qə — heat transferred at constant pressure (isobaric), Q27— heat transferred at constant temperature 
(isothermal), TDC and BDC — top and bottom dead centre of the piston, respectively 


For so modified Sabathe cycle, being the cycle that takes into account first the isochoric and 
then the isobaric heat transfer, the theoretical work is determined from the formulas [1, 7]: 


Ly =Qy tQ, -(0,, +Q,,)=mlc,(T, R=BA T) H SL dei T,)| (3) 
or 
5 2 
Lı =Q, -0, = p,V, +fav [nr +fav par) (4) 
4 1 
where: po = pi = idem. 
Obviously, the theoretical work (Z,) indispensable to determine the theoretical work of the 
engine can be, taking into account the number of realized cycles m and the number of 


cylinders k, defined in the form of formulas [1, 7]: 
L,=knLy (5) 


or, after determination of the average theoretical pressure p, (Fig. 2a) from the formulas [1, 7]: 


L,=k-n-L, =k-n-p,-V,-V,)=k-n-p,-AV;, (6) 


where: 
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V, =V, =AV,, =V, 


where: 

k — number of cylinders in the engine, n — number of realized theoretical cycles in the 
operating time interval [0, t], La — work of a single (one) theoretical cycle in cylinder of the 
ideal engine, p, — average theoretical pressure, V, — cylinder displacement volume, Vs, V2 — 
cylinder (working space) volumes of the interpretation resulting from the designations in Fig. 
2. 

In case of high-speed two-stroke internal combustion engines, particularly with higher 
rotational speed, their real cycles are the closest to the modified Sabathe cycle including 
additionally isothermal heat transfer. For this type of engines it can be assumed that 
temperature Tę = Tı = idem. Such a cycle is shown in Fig. 2. 


Fig. 3. Modified theoretical Sabathe cycle including additionally isothermal heat transfer: a) with regard to 
work, b) with regard to heat: Ly — theoretical work of the cycle, p — pressure, p,— average theoretical pressure, 
V — volume, T — temperature, S — entropy, Q;— supplied heat, Qv — heat transferred at constant volume 
(isochoric), Qa — heat transferred at constant pressure (isobaric), Qzr— heat transferred at constant 
temperature (isothermal), TDC and BDC — top and bottom dead centre of the piston, respectively 


For so modified Sabathe cycle, taking into account first isochoric and then isothermal heat 
transfer, the theoretical work is determined by the formula:: 


Ly = Quy +Q, -(Q©y + Qor = me, (T, -T,) + k(T, T;)— (7; T] T(S —S,) (7) 


where: Te= 7, = idem 


OT 


5 1 2 
La =0,-0,= pV, + [pav | nar sf par py (8) 
4 


6 1 
where: V2= V3, Q1 = Qiy + Qip and Q2 = Qoy + Qor 
In this case the theoretical work (Z;) indispensable to determine the theoretical engine 


operation can be, taking into account the number of realized cycles n and the number of 
cylinders k, also defined as the formula (6). 
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In order to determine the differences in the values of the theoretical work and the 
theoretical power of an ideal engine, depending on whether isobaric or isochoric heat transfer 
is additionally included, and to compare them to the values of a given engine, there were 
made calculations by using thermodynamic parameters of a working medium, corresponding 
to the parameters of work of a two-stroke diesel engine type RTA84R4 with 5 cylinders, and 
the following data: cylinder diameter D = 0,84m, piston stroke S = 2,4 m, rotational speed n = 
65 rpm, compression ratio e =18; rate of increase in volume gy = 1,7; compression and 
expansion proceed isentropically, air is taken as an ideal medium; uniflow scavenge takes 
place in the engine, the length of air intake slots is hg= 0,15:S, at the end of a filling stroke the 
pressure is 0,3 MPa and the temperature is 350 K. 

As a result of making the above calculations the following differences between the 
particular works and the differences between the powers corresponding to these works, have 
been obtained: 


AL, = Len — Lp) = 1690 — 1685 = 5[kJ] and AN, = Nyx — N) = 1831 — 1825 =6[kW] 
AL = Lyn — Le = 1690 — 1680 = 10[kJ] and AN=Nan-N,=1831-1820= 11[kW] 


AL = Lp) — Le = 1685 — 1680 = 5[kJ] and AN=N4yp— Ne = 1825 — 1820 =5[kW] 
where: 


AL, — difference between theoretical works, 

AL — difference between theoretical and effective work, 

AN, — difference between theoretical powers, 

AN — difference between theoretical and effective power, 

Lyn — theoretical work of the cycle including isochoric and isothermal heat transfer, 
Lup) — theoretical work of the cycle including isochoric and isobaric heat transfer, 
Le — effective work of engine, 

Ngn — power corresponding to the work Lyn, 

Nyp) — power corresponding to the work Lip), 

Ne — power corresponding to the work Le. 


From the obtained data follows that the differences both between the theoretical works 
Ly) (AL, = 5kJ) as between the theoretical powers Ngn and My» (AN; = 6kW) are not 
considerable. It does not mean however that they may be disregarded. Similarly, not large are 
the differences between Lp) and Le (AL = 5kJ) and obviously between Np) and Ne (AN = 
5kW). But, the differences in case of works Lgr) and Le (AL = 10kJ), and powers Nr) and Ne 
(AN = 11kW) are significant. Hence, such researches can be interesting also for diesel engines 
other then the engine described above. 


4. Characteristics of engine operation 


Comparing only the effective work performed by the engine at time t and the theoretical 
work which can be performed by an ideal engine at the same time we can estimate the 
excellence degree (£rn(ob)) of conversion of the energy leading to performance of effective 
work (Le) by the given engine. This degree can be determined by considering two cases. The 
first case takes place when we cannot assume that during the time t of engine operation the 
same effective work is generated in each engine cylinder. Then the excellence degree (£n(ob)) 
of energy conversion in the engine can be defined by the formula: 
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k=] j=l 
€ Ln(ob) = “ (9) 


where: 
Leg — effective work of the j-th cycle in the k-th engine cylinder, 
L,— theoretical work determined by the formula (6). 


The excellence degree of energy conversion into work, defined by the formula (9), 
describes how far the energy conversion into work in the real engine differs from the 
theoretical work of an ideal engine, after n cycles. 

The second case takes place when we can assume that during the time t of engine 
operation the same effective work is generated in each cylinder. Then the degree of excellence 
(ELn(ob)) can be determined by the formula: 


L 
€ Ln(ob) =— =— > L, = knL,, (10) 


where: 
k — number of engine cylinders, n — number of realized theoretical cycles in the operating time 
interval [0, t], L.i— effective work of a single (one) real cycle in an engine cylinder. 


Also interesting can be how far operation of a real engine differs from the operation of 
an ideal engine. Analyzing the same cases like for determining the excellence degree (£7(0%)) 
of energy conversion into effective work (Le) by the given engine, we can define the 
excellence degree (€p,os)) of engine operation. Thus, in the first case when the need is to 
assume that at the total time ¢ of engine operation different effective work is generated in each 
cylinder in particular time intervals tox, the excellence degree (Epn(ob)) of engine operation 
can be defined as: 
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k=l j=l 
E pn(ob) 7 a= = (I 1) 


where: 
Lek — effective work of the j-th cycle in the k-th engine cylinder, gy — time of generation 
of work Lek, L;— theoretical work defined by the formula (6). 


In turn in the second case when it can be assumed that at the time ¢ of engine operation 
the same effective work Leiis generated in each cylinder, the degree of excellence (€pn(on)) can 
be expressed by the same relation as the excellence degree (€05)) of energy conversion into 


effective work (Le) by the given engine (16). This follows from that Xlo =t . Therefore it 
i=l 


can be accepted that in this second case the excellence degree (£pn(oż)) of operation of a given 
piston internal combustion engine is equivalent to the excellence degree (£rn(ob)) of energy 
conversion into effective work (Le). 
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If these analyses include the indicated work L; we can determine the factor (degree) of 
dissipation of engine operation caused by energy lost to overcome the mechanical resistances. 
The abovementioned dissipation degree of engine operation could be defined as: 


m n 
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Ź e(J)k' (Dk 
_ k=l j=l 
Ś pn(oż) T m n (12) 
È Liontor 
k=l j=l 


If there can be accepted that during the time ¢ of engine operation the event occurs that: 
L; = idem and Z, = idem, then the dissipation degree of engine operation is equal to its 
mechanical efficiency [1]. 


3. Remarks and conclusions 


Operation of an internal combustion engine was interpreted as delivery of the required 
energy at the defined time, which can be expressed in the form of a physical quantity with the 
unit of measurement called the joule-second. 

While considering the energy related properties of internal combustion engines, not 
only their work should be analyzed but also their operation. Beside the work itself, the 
analysis of operation takes into account also the time of its performance. 

The proposed method can be applied for defining the theoretical operation as standard 
which enables comparison of the real operation of diesel engines with different degree of 
wear. The theoretical work needed for calculating the value of this operation was determined 
with regards to the modified theoretical Sabathe cycles, to which the closest are real cycles of 
high-speed diesel engines. The modification of these cycles consisted in taking additionally 
into account the heat transfer in accordance with the isobaric or isothermal process. 

Similar considerations can be conducted for medium- and low-speed engines by taking 
into account the modified Diesel cycles [1] including additionally the heat transfer in 
accordance with the isobaric or isothermal process. 

A deterministic method was presented for evaluating the diesel engine operation, but 
this method can also be applied to evaluate operation of a petrol engine whose real cycles are 
close to the Otto cycle modified in a similar way. 

A separate issue is development of a method for evaluating the operation of internal 
combustion engines in the stochastic approach. In this case the considerations should include 
that the processes of energy conversion during engine operation are of stochastic nature. 
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Abstract 

The paper presents a proposal for evaluation (quantification) of operation of any crankshaft-piston assembly in a 
diesel engine, in which energy interactions proceed at a defined time. This operation is understood as energy 
transfer to a receiver at a fixed time during which the energy is converted and transferred in the forms of work and 
heat. Valuation of operation of crankshaft-piston assemblies in diesel engines, as proposed by the author of this 
paper, consists in equating the operation of this type of engines to a physical quantity whose the unit of 
measurement is the joule second [joulexsecond]. The crankshaft-piston assembly operation leading to execution of 
a power stroke by piston has been presented with regard to that the piston connected to the engine crankshaft 
through a connecting rod moves flat. 


Keywords: operation, energy, crankshaft-piston assembly, diesel engine 


1. Introduction 


Operation of diesel engines is interpreted as transfer of energy E in the form of heat and 
work to a receiver at a given time £ [3, 7, 8, 9]. So interpreted operation for this type of engines 
(in valuation approach) is a physical quantity that is a specific numerical value with the unit of 
measurement called the joule second [joule xsecond]. 

This interpretation of operation for piston internal combustion engines is a result of applying 
the analogy method that enables transferring the observations from one object of research 
(empirical system) to another. The inspiration for the considerations undertaken in this paper 
were suggestions by P.L. Maupertius and W.R. Hamilton to regard the operation of mechanical 
systems as a physical quantity that describes a change in mechanical energy at time. In 
consequence, in classical physics there is known an interpretation for operation as a result of 
energy changes over time, expressed as a product of energy and time, which makes that the unit 
of measurement for the operation is the joule second. 

This approach considers the operation [12, 13]: 
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e of a mechanical system, as a result of change in kinetic and potential energy, which is 
called the Hamilton's operation (Dy) and 

e resulting only from a change in kinetic energy of a mechanical system, called the 
Maupertius' operation (Dm). 

A similar interpretation for operation has been adopted to quantum mechanics with reference 
to the source of electromagnetic radiation [9]. The equivalent to operation in the same sense is 
here the Planck's constant (A), which is also a physical quantity expressed by a number with the 
unit of measurement [joule x second]. 

Achievements in classical physics and quantum mechanics in this regard have led the author 
to an idea to implement such understood operation also to the technique by providing it with an 
individual interpretation for particular power systems, including piston diesel engines. 

Such engine operation study seems to be useful because consideration of engine power 
properties, based on analysis and assessment of the way of energy E transfer in the form of work, 
do not provide full recognition on the engine usefulness for performing a task (work is a form of 
energy conversion). Such recognition is reached through considering the converted energy and 
the time of its conversion jointly, so the quantity D = Et that has been called the engine 
operation. So understood engine operation provides information on how long the energy E is or 
may be converted. If we narrow down the analysis on energy conversion only to work (L) as a 
way (form) of energy conversion, simultaneously considering the time of work performance, the 
engine operation can be defined then as Dy = L-t. This type of engine operation provides 
information on how long the work L is or can be performed. This information is equally 
important as this one provided by engine power (N), which can be determined when knowing the 
work L and its performance time ¢. The power, as it is known, provides information on how 
quickly the work (Z) can be done. 

In this approach the operation can also be considered for other functional systems in such 
engines. Undoubtedly, the crankshaft-piston assemblies are ones of the most important 
functional systems that enable converting the internal energy of exhaust gas into mechanical. The 
internal energy of exhaust gas is here understood as energy of movement of molecules making 
up the exhaust gas. It is also called the thermal or heat energy. In this connection interesting may 
be the issue of analysis and evaluation of so understood operation of this type of assemblies in 
diesel engines. 

The proposed by the author herein interpretation of operation of crankshaft-piston 
assemblies in diesel engines has the advantage that a descriptive estimation of operation of the 
systems, eg. the work is good, not too good, worrisome, bad, etc. can be replaced by evaluation 
resulting from comparison of their operation to the standard operation by using numbers with the 
unit of measurement which is the joule second. 

The meaning of such interpretation for operation of crankshaft-piston assemblies in engine 
and generally in each power mechanism can also be justified by the observation that changes in 
motion of any body (eg, piston, crankshaft crank, connecting rod) depend on how large the force 
(F) acts on the body and what the time (A) is of its action. This possibility of body motion is 
expressed as a product of force and time (Ft), called the impulse of force [5]. Thus, the unit of 
the impulse is the newton-second [newtonxsecond]. Using the analogy the reasoning can be 
made as follows: operation (D = E-f) of a crankshaft-piston assembly in a diesel engine depends 
on the form into which the energy is transferred by the engine and at what time (4). You can also 
consider a special case of energy transfer, eg in the form of work (Z) and then the reasoning is as 
follows: operation (Dz = L-t) of a crankshaft-piston assembly in a diesel engine depends on how 
big work (L) is performed by this engine and at what time (1). 

Presentation of the problem of operation of crankshaft-piston assemblies in this approach is, 
however, difficult. This follows from the fact that energy is understood in different ways, for 
example, in classical physics the energy is defined as the only measure for different forms of 
motion. In thermodynamics, where additionally heat is considered, such definition of energy is 
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not sufficient and therefore the energy is defined as a state function of a thermodynamic system 
or physical body. In addition, energy can be felt only when it is transmitted. In technique there 
are known two forms (two ways) of its transfer, namely heat and work. Therefore, operation of 
crankshaft-piston assemblies will be considered as a transfer of exhaust gas internal energy in the 
form of work done by a crankshaft-piston assembly and heat lost to the environment. 


2. Formulation of the problem of quantification of operation of crankshaft-piston assembly 
in diesel engine. 


Operation of a crankshaft-piston assembly is initiated by work of a piston, which can be 
considered as transferring the mechanical energy by it, to the other mechanisms of this system. 
During operation of a diesel engine the chemical energy is delivered to its workspaces as it is 
contained in the air-fuel mixture produced in these workspaces (cylinders). The energy cannot be 
assessed until is converted, and this proceeds in the forms of heat and work. Conversion of 
energy (E) in these forms always runs within a defined time (4). The energy conversion in the 
way known as heat (in the form of heat} is realized at the time of fuel combustion resulting in 
creating the internal energy of combustion gases which are the output of the rapid oxidation of 
combustible components of fuel injected into the cylinder. The combustion runs at a defined 
time, so the analysis should concern the combustion process which is described the most often 
by a change in the combustion pressure (p,) and temperature (7), as shown in Fig. 1. A fuel dose 
(G,) and heat release rate (dq; /da) are often analyzed, too. An example of a graph showing the 
change in parameters characterizing the combustion process is presented in Fig. 1 


Fig. 1 Graph of changes in pressure and temperature in a diesel engine cylinder: 
p - pressure, T - temperature, a - angle of crankshaft rotation, Pmax - maximum pressure 
Tnax - Maximum temperature p, - combustion pressure, p, - air pressure in a cylinder at absence of combustion, T, - 
combustion temperature, dq,/da - heat release rate, G, - fuel dose, 
1 '- beginning of fuel pumping, 1 - beginning of fuel injection, 2' - occurrence of first self-ignition centers, 2 - 
beginning of fuel combustion in a cylinder, 3 - maximum pressure, 4 - end of combustion process, TDC - top dead 
centre. 


Combustion of fuel in the workspace (cylinder) in a diesel engine results in thermal and 


mechanical loads on it, whereas the most loaded is the crankshaft-piston assembly which is 
needed in the engine to convert the internal energy of exhaust gas into mechanical energy of the 
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system. This form of energy conversion, as it is known, is called the work. This conversion is 
accompanied by thermal and mechanical loads on the crankshaft-piston assembly. The 
mechanical load is a result of the forces and torques acting on the system. An example of a graph 
of forces acting on the crank system in a trunk engine during fuel combustion in a cylinder is 
shown in Fig. 2 


Fig. 2. Diagram of forces acting on an arbitrary crankshaft-piston assembly in a trunk engine: TDC - top 
dead centre of piston, BDC - bottom dead centre of piston, 

x - piston displacement depending on the angle of crankshaft position (a), Sx - piston stroke, p - pressure 
acting on piston crown, c - piston speed, N - normal (lateral) force, K - connecting rod force, S - tangential 
component of the force K, R - radial component of the force K, P - piston force, I - connecting rod length, œ- 
crankshaft angular velocity, r - crank radius, P - connecting rod angle, a - crank angle, T, - friction force, Q4- 
supplied heat, Q, - dissipated heat, transferred through workspace walls, L - work done by a crankshaft-piston 
assembly, Ś - centre of mass of a connecting rod, a - distance from the mass centre of connecting rod to the centre of 
connecting rod big end (centre of crankpin) in engine crankshaft 


It should be kept in mind that all the forces enclosed in the diagram of the forces acting on 
an arbitrary crankshaft-piston assembly in internal combustion engines (Fig. 2) are random 
quantities, since combustion is a stochastic process. One of its various realizations is shown in 
Fig. 1 Similarly, heat loads on pistons and bearings are of a random nature. Despite of this, they 
may sometimes be considered as deterministic quantities [6, 10]. 

The net force (P), which is the algebraic sum of the gas force and fictitious force (Fig. 2) 
acts along the axis of the cylinder. 

The force acting perpendicular to the axis of the cylinder (Py) causes piston pressure onto 
the surface (finishing) of the cylinder sleeve (in case of a trunk engine) and in consequence - 
friction between the piston and the sleeve, as well as wear of the tribological system. 
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The force acting along the axis of the connecting rod (K) is transferred by the connecting 
rod to the crankpin. Its radial component (R) is carried by the crankpin and crank webs to the 
crank journal. Thus, it loads the crankpin and crank journal. This force is variable as for its value 
and action direction. It is considered to be positive while clutching the crank webs. The 
tangential force (S) not only loads the crank and main bearings, but also causes a momentary 
torque Mo, whose variability is connected with variability of the tangential force, depending on 
the angle of rotation of the crankshaft (a) . The forces R and S are defined by the formulas [10]: 


Nepe, ko ee dp OO A (1) 
cos p cos 8 cos(f) 

From the formula (1) follows that the forces N (lateral, normal), R (radial) and S 
(tangential force) undergo a change depending on angular position of the crankshaft (a). The 
forces change during operation of the crankshaft-piston assembly in a combustion engine, of 
which the task is to convert (transform) the internal energy of the exhaust gas into mechanical 
energy. Considering in general the energy conversion at time t (at assumption that the mass of 
substrates is equal to the mass of exhaust gas), in accordance with the first law of 
thermodynamics, the following equation can be written down: 


Ut) =LA + OM) (2) 
where: 
U - internal energy of exhaust gas, L - work, Q - heat loss to the environment 


Thus, this formula is valid when assuming that during a power stroke the thermodynamic 
system being the engine's workspace is closed. 

The mentioned internal energy of exhaust gas is a sum of the energy of intermolecular and 
intramolecular interactions and the energy of thermal motion of molecules [11]. 

When the crankshaft-piston assembly works, during power stroke the exhaust gas expands 
in a cylinder from TDC (top dead centre) and the combustion pressure decreases from pmax (Fig. 
1) to BDC (bottom dead center). 

This operation is a result of exhaust gas pressure on the piston crown, which causes a 
piston displacement from TDC to BDC. When the piston is at TDC, its instantaneous velocity c 
is equal to zero (c = 0), which means that at this point the kinetic energy of the piston is equal to 
zero E; = 0. The piston at TDC position will have a potential (position) energy £, = mgS with 
reference to BDC, after reaching which it will return to TDC. This piston movement, however, 
(from BDC to TDC) will be provided by energy coming from outside (from systems performing 
work at this time, or from mechanisms which accumulated excess mechanical energy before, eg. 
from the flywheel). For this reason, this movement is not included in the proposed model of 
operation of the crankshaft-piston assembly in engine. 

During piston displacement from TDC to BDC its speed will increase to the maximum 
(Cmax) and along with the speed - the kinetic energy (E+ > 0) which at this speed will be 
maximum (Ejmax). From this moment the piston speed decreases, and along with the speed - its 
kinetic energy. In turn, the potential (gravity) energy of the piston along with its movement from 
TDC to BDC will decrease from the maximum value (Epmax) at TDC to the zero value at the 
taken reference position which is BDC (£, = 0). 

Considering the operation of a crankshaft-piston assembly, it should be kept in mind that 
the internal energy (U) of exhaust gas produced in a cylinder, is converted during transformation 
into mechanical energy (Em) of the piston and other components of this system, where the piston 
performs at this time the work (Z) on the distance from TDC to BDC. Also at this time the 
energy is partially lost due to friction existing in tribological pairs in the crankshaft-piston 
assembly, while being dissipated in the form (in the way) of heat (Q). 
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Considering the operation of a crankshaft-piston assembly leading to execution of a power 
stroke by its piston it should be remembered that the piston connected to the engine crankshaft 
through a connecting rod moves flat. This results in that the kinetic energy of the crankshaft- 
piston assembly is as follows: 


EQ=z 10 +51) vim |( Sy (2) pref) (3) 


where: 
I— mass moment of inertia of engine crankshaft with flywheel, 
I, — moment of inertia of connecting rod, 
mx — mass of connecting rod, 
m — mass of piston, 
Xs , Ys — vertical and horizontal coordinate of mass centre (Ś) of connecting rod (Fig. 2), 
x — piston displacement depending on angle of crankshaft position (a) 
£ — heading angle between connecting rod and piston axis. 


In the formula (3) the first component represents the energy of engine crankshaft with a 
flywheel, second - energy of rotational motion of connecting rod, third - energy of its 
translational motion, and fourth - energy of translational motion of piston. The equation (3) can 
be written in the simpler form by applying trigonometric relation between quantities shown in 
Fig. 2: 

x, =r-cosa+a-cos PB 
y, =r-sina—a-sinB 


sin J =sina 
r 7 : 
A= 5 ratio -of : connecting : rod -length 


a=a-t 
x=l-cos8+r:sina 


(4) 
where: 
© - angular velocity of engine crankshaft 


By applying the trigonometric formulas (4) the equation (3) can be written as: 
1 
E, = z +F(a)|-o* (5) 


where: 
the characteristic function of the system with regard to the crank deflection of the 
crankshaft F (a ) is defined as follows 


2 2 + 3 
rta)=1,. (£) +m, r-sina+A-a-sin p- = +(r—A-a) -cos’ a pe) 
a cos 8 cos" 5 


where: other designations are as in Fig. 2 and in formulas (3) and (4). 
As a piston starts moving from TDC, the kinetic energy of a crankshaft-piston assembly 


has an initial value Ey corresponding to the first so-called "dead" position of the crank for a= 0 
and is described by the equation: 
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Eu = 5+ FO] o © 


where: 
F(0)= 1, -AŻ + m, (r-4-af 


where: designations are as in formula (4). 


During piston movement to BDC, this energy will be greater than zero. (Ex > 0). When the 
piston is at TDC position the potential energy of the crankshaft-piston assembly calculated with 
reference to BDC, will be equal to the initial kinetic energy, ie Ep = Eg. 

Therefore, taking into account at the same time the mechanical energy (Em) of the 
crankshaft-piston assembly and the time of its change, the following equation can be written 
down: 


D,(1) = fE, (dt = f(E, (1) +E, (O)At (7) 


where: 
Dr (t) - piston work, Em - mechanical energy, Ez - kinetic energy E, - potential energy, 
t - time 


During the so-understood operation of a crankshaft-piston assembly at the time of engine 
power stroke, the kinetic energy (E;) increases from the value equal to Ez to the maximum value 
(Ek = Emax ), when the piston reaches the maximum speed (Cmax), Which takes place in a small 
distance before the position corresponding to the crank rotation by the angle a = 90 ° [10]. Then, 
this energy decreases to the value Ezo at BDC where the piston speed is also zero (c = 0). In turn, 
the potential energy (£,), is of the greatest value when the piston is at TDC and is being reduced 
when the piston moves from TDC, until reaches the lowest value at BDC. 

When the piston finds at TDC, additionally at this position it is affected by the internal 
energy of compressed fresh charge and small internal energy of exhaust gas generated just after 
self-ignition, at the beginning of the so-called period of flash fire. It can be expected that if the 
rotational speed n of the crankshaft was then equal to zero, the internal energy of the compressed 
fresh charge (Usz) and potential energy of the piston, would not be able to set this system in 
motion. They would not be able because then their energy would be insufficient to overcome the 
motion resistance of the system. Motion of the crankshaft-piston assembly is possible only when 
the conversion of chemical energy of fuel (Ev), into internal energy of exhaust gas (U), 
proceeds in continuous manner. Then, part of this energy will cause the piston motion, giving to 
it the energy Ez. The rest of energy U is dissipated according to the equation (2). 

The work of external forces acting on the crankshaft-piston assembly, corresponding to an 
increment in its kinetic energy, is defined by the equation: 


L(a)= | (S—R,)-r-da = P-r-(1-csa)+ = -aresin( 2? “sin? a)+R, ‘r:a (8) 
0 


where: 
S - tangential force (Fig. 2) acting on the crank web of engine crankshaft, 
Ry - utility resistance (power receiver) in engine 


The equation (8) shows that operation of a crankshaft-piston assembly is a function of 
crankshaft rotation angle œ and causes a change in its kinetic energy. 

The relationship between energy and work for the flat motion [11] being performed by the 
mentioned system, can be written as: 
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[+ Flao? + |(S-R,)-r-da=E,, (9) 


In the formula (9) designations have the same interpretation as in the previous formulas. 


In practice, the precise equation expressing the relationship between the kinetic energy and 
work (9) is replaced by an approximate one: 


Eg 


(o -«2)=[(s-R,)r- roda- of, -[F(a)-F(0]=Gla) (10) 


where: 
G(a) — characteristic function of the system. 
The angular velocity for engine crankshaft is derived from the equation (9), obtaining the 


following formula: 
a PE) =2-Ha) 
dt 1+F(a) 


(11) 


In the formula (11) designations have the same interpretation as in the previous formulas. 


The angular velocity of engine crankshaft reaches the values @max Or @min for the values of 
the crankshaft rotation angle a,, which correspond to maximum and minimum of the function 
G(a). Values Gmax and Gmin are calculated on the basis of indicator diagram by taking into 
account the tangential force S (Fig. 2) which is a function of the angle a and afterwards the 
motion resistance force (R4) of the engine crankshaft-piston assembly (utility resistance) is 
determined from the condition: 


|(S-R,)-r-da=0 (12) 
0 
The motion resistance force can also be derived by differentiating the equation (9) as 
follows: 


[1 + F(a)]-F © ,1.dFla) p? +(R,-S)-r=0 


d? 2 da 
hence (13) 
1 da 1 dF(a) , 
-§——-4|74F i ae : 
ae l +F@) arty ga © 


Therefore, taking into account the dynamics of the crankshaft-piston assembly [6, 10], its 
operation during the power stroke can be (in general terms) defined as follows: 


r-arcsin (2? -sin? a) 
2:4 


D()=| P-r-(-c0sa)+ | reRy-ot (14) 
where: designations are as in the previous formulas. 
From the formula (14) follows that at the operating time of piston performing a work, the 


kinetic energy obtained from the internal energy of exhaust gas is consumed. Therefore, when 
the piston is under operation the energy is converted into work, which consists in changing a part 
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of the internal energy of exhaust gas into kinetic energy of the piston. Additionally, the potential 
energy which the piston owns being at TDC, takes also part in the conversion. 

The time (t) of piston operation can be determined on the basis of the following reasoning. 
During piston motion from TDC to BDC, which enables execution of work by a piston force P 
made above the piston while travelling the distance S (piston stroke), the piston moves at 
subsequent moments by a defined value x dependent on the angle (a)) of the crankshaft position 
(Fig. 2) [10]. 

Integrating the equation (11) gives the formula for the motion, from which the time of 
piston operation is calculated as follows: 


Š 1+F(a 
MEJ * m 


where: designations are as in the previous formulas. 


By applying the given formulas, the following difficulties arise: although the forms of the 
functions F(a) and L(a} are known we do not know the values Eo because unknown is the 
angular velocity @ corresponding to the initial energy Eo. These difficulties are solved by 
adopting the average value of angular velocity œ and applying the equations from which the 
velocity @ is derived: 


27 -f I+F(a) ae 
o, 4Vl+F(0)]- o; — L(a) (16) 
27 
Og, R 
Tag 


where: 
T — period of one rotation of engine crankshaft. 


The presented proposal of analysis and valuation of operation of a crankshaft-piston 
assembly during piston motion from TDC to BDC at the time of power stroke, can be applied 
when the assumption can be accepted that the combustion process is not a stochastic process. If 
this assumption cannot be accepted, the statistical methods need to be applied. 

The internal energy provides motion of the piston from TDC to BDC, during which is 
converted in the form of work into mechanical energy of a crankshaft-piston assembly. 
However, only a part of this energy is converted to mechanical energy of CPA (according to the 
second law of thermodynamics), the rest is dissipated to the environment as energy being lost 
due to friction in its tribological pairs and the energy loss because of existing differences in 
temperature between exhaust gas and CPA components and the ambient temperature. 

From the considerations follows that only a part of the internal energy of exhaust gas 
makes motion of PCS' components and the rest undergo dissipation as different types of energy. 

Operation of crankshaft-piston assemblies over time will require more and more internal 
energy of exhaust gas, because the energy losses will increase due to: 

e increase in exhaust gas flow between the piston and the cylinder liner into the under 
piston space because of wear of rings or their immobilization in the grooves as a result of 
occurrence of exhaust carbon, 

e increase in friction between the piston and the sleeve and bearings of the crankshaft and 
the piston pin bearing, if the piston is connected to the connecting rod through a pin, 

e scuffing of the piston in the cylinder liner. 

This results from wear of the mentioned tribological pairs in engine crankshaft-piston assemblies 
and from aging lubricating oil. 
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The technical diagnostics is needed to be applied in order to obtain information on the process of 
the exhaust gas flow as well as friction and wear in specific tribological pairs of crankshaft- 
piston assemblies in a combustion engine. 


3. Remarks and conclusions 


The proposed interpretation for operation of crankshaft-piston assemblies (CPA) in engine 
is the first such attempt, presented in general terms. However, it requires more precise defining, 
which will not be easy because of the need for detailed identification of all energy types which 
undergo conversion at the time of CPA operation. 

The proposed evaluation method for operation of a crankshaft-piston assembly leading to 
execution a power stroke by its piston, reflects the observation that the piston connected to the 
engine crankshaft via a connecting rod performs a flat motion. 

Certainly, the provided considerations on CPA operation have cognitive advantages, but at 
this moment it is difficult to determine how much important to science. In turn, the utilitarian 
values are difficult to be assessed because of problems with implementation of relevant empirical 
research. 

CPA operation requires defining a change in not only energy but also time of its 
conversion. Both the amount of converted energy which manifests itself in the ways (forms) of 
its conversion, as well as the operating time of CPA operation, during which the energy 
conversion proceeds, depend on the technical state of its components, particularly a piston which 
is the most loaded mechanism. Thus, quantification of the operation requires application of an 
adequate measuring technique. 
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Abstract 


The article deals with bench testing results of a DI (60 kW) diesel engine D-243 operating on reference (DF) 
arctic class 2 diesel fuel (SOvol%), anhydrous (200 proof) ethanol (15vol%) and rapeseed methyl ester (5vol%) blend 
B15E5. The purpose of the research is to investigate the effect of simultaneous ethanol and RME addition in the diesel 
fuel on brake specific fuel consumption (bsfc), the brake thermal efficiency (ne) and noxious emissions, including NO, 
NO», NO, CO, CO, HC and smoke opacity of the exhausts. The bsfc of the diesel engine operating on three- 
component fuel B15E5 under maximum load of bmep = 0.75, 0.76 and 0.68 MPa is higher by 10.3%, 10.7% and 9.6% 
because of both net heating value lower by 6.18% and brake thermal efficiency lower by 3.4%, 3.7% and 2.8% 
relative to that of reference diesel at 1400, 1800 and 2200 min” speeds. The maximum NO, emission produced from 
oxygenated blend BI5E5 was reduced by 13.4%, 18.0% and 12.5% and smoke opacity diminished by 13.2%, 1.5% 
and 2.7% under considered loading conditions relative to that of a neat diesel fuel. The CO amounts produced from 
three-component fuel B15E5 were lowered by 6.0% for low 1400 min” speed only and they increased by 20.1% and 
28.2% for higher 1800 and 2200 min” speeds and the HC emissions were also higher by 35.1%, 25.5% and 34.9% 
throughout a whole speed rage comparing with respective values measured from neat diesel fuel. 


Key words: diesel engine, diesel fuel, anhydrous ethanol, rapeseed oil methyl ester, brake specific fuel mass 
consumption, NO,, CO, HC emissions, smoke opacity 


1. Introduction 


Both high prices of mineral fuels and society’s concern about global warming encourage 
researchers to intensify investigations on alternative and renewable energy sources, which could 
diminish the CO2 emission in a global cycle. As potential mineral fuel extender bioethanol is 
indigenous and locally available, environment friendly and renewable, sustainable and reliable, 
safe to store and easy to handle, non-polluting and sulphur-free material, and is one of the cleaner- 
burning alternatives to mineral fuels. In order to solve technical problems, there several methods 
can be adapted to employ a certain amount of ethanol for diesel engine fuelling, which are known 
as alcohol fumigation [1], application of a dual injection systems [2], preparation of the alcohol- 
diesel fuel micro-emulsions [3] and using of the alcohol-diesel fuel blends [1,4-6]. 

Investigations conducted on a single cylinder DI, variable compression ratio diesel engine [1] 
confirmed that biofuel blends prepared by mixing of anhydrous (200 proof) ethanol and diesel fuel 
would also be acceptable for the diesel engine fuelling when applied in proper up to 15% 
proportions. Advantages and disadvantages of ethanol additives used for rapeseed oil treatment 
and diesel engine fuelling have been elucidated in reports [7,8]. The molecular weight of ethanol is 
lower 3.91 times, its density at temperature of 20 °C is lower by 4.9% and kinematic viscosity at 
temperature of 40 °C is also lower 1.47 times relative to that of the diesel fuel, which together with 
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a low CFPP at the temperature below of —38 °C may elevate biofuel flow in the fuelling system 
and improve starting of the engine under winter conditions. 

The miscibility of anhydrous ethanol with the diesel fuel is excellent and it makes clear one 
phase mixture however during a long-term application of ethanol-diesel mixtures the lubrication 
problems of the injection pump’s plunger-barrel unit may emerge at higher than 15vol% blending 
ratios. To improve lubrication properties of the blend and increase the content of biofuel in the 
mixture RME from 5vol% to 10vol% as co-solvent can be recommended for ethanol-diesel blends 
[9,10]. The addition of RME as a stabilizer of ethanol-diesel mixture, suggests an extra advantage 
because this method allows avoid phase separation between the pure diesel fuel and the ethanol 
fraction during long term storage. 

The purpose of the research was to study the effect of anhydrous (200 proof) ethanol and 
rapeseed oil methyl ester (RME) addition to arctic class 2 diesel fuel on biofuel properties and 
conduct comparative bench tests to examine changes in the brake specific fuel consumption (bsfc), 
the brake thermal efficiency (ne) and the emission composition, including nitrogen oxides NO, 
NO», NOx, carbon monoxide CO and dioxide CO», total unburned hydrocarbons HC, residual 
oxygen O» content and smoke opacity of the exhausts when running the engine alternately on a 
neat diesel fuel and three-component blend B15E5 containing 80vol% diesel fuel, 15vol% ethanol 
and Svol% RME over a wide range of loads and speeds. 


2. Objects, apparatus and methodology of the research 


Tests have been conducted on four stroke, four cylinder, DI (60 kW) diesel engine D-243 with 
a splash volume V; = 4.75 dm’, bore 110 mm, stroke 125 mm and compression ratio e = 16:1. The 
fuel was delivered by an in line fuel injection pump thorough five holes injector nozzles with the 
fuel delivery starting at 25° before TDC. 

The three-component blend was prepared by pouring diesel fuel (80vol%), anhydrous (99.81 
purity) ethanol (15vol%) and RME (Svol%) into container and mixing them to keep the blend 
prepared in homogeneous conditions. Three-component biofuel B15E5 distinguishes itself as 
having the fuel bond oxygen mass content 6.1%, stoichometric air-to-fuel equivalence ratio 13.55 
kg/kg and net heating value 39.92 MJ/kg. 

Load characteristics were taken at speeds of 1400, 1800 and 2200 min’! when operating 
alternately on neat diesel fuel (arctic class 2) and ethanol-diesel-biodiesel blend B15E5. The 
torque of the engine was increased from close to zero point up to its maximum values those 
correspond standard bmep = 0.75, 0.76 and 0.68 MPa changing behaviour at respective speeds. 

The torque of the engine was measured with 110 kW AC stand dynamometer with a definition 
rate of +0.5 Nm and the rotation speed was determined with the universal stand tachometer TSFU- 
1 that guarantees the accuracy of +0.2%. The fuel mass consumption was measured by weighting 
it on the scale SK-1000 with accurateness of +0.05 g and the volumetric air consumption was 
determined with the rotor type gas counter RG-400-1-1.5. The time spent for consumption of 2 m 
of air and 100 g of fuel has been measured with the second-meter with a definition rate of +0.01 s. 

The amounts of carbon monoxide CO (ppm), dioxide CO, (vol%), nitric oxide NO (ppm) and 
nitrogen dioxide NO» (ppm), unburned hydrocarbons HC (ppm vol%) and the residual oxygen O2 
(vol%) content in the exhaust manifold were measured with a flue gas analyser Testo 350 XL. 
Smoke density D (%) of the exhausts was measured with a Bosch RTT 100/RTT 110 opacity- 
meter, the readings of which are provided as Hartridge units in scale I - 100% with the accuracy of 
40.1%. 


3. Results and discussions 


The addition of 15vol% of ethanol and 5vol% of RME into diesel fuel does not change greatly 
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density and kinematic viscosity of biofuel blend relative to respective values of a neat diesel fuel 
because the lower density (790.0 kg/m”) at temperature of 20 °C and critically reduced viscosity 
(1.40 mm/’/s) at temperature of 40 °C of ethanol were compensated with 1.12 times higher density 
(884.7 kg/m?) and 3.42 times bigger viscosity (4.79 mm?/s) of RME portion premixed. Because of 
simultaneous addition of improving additives having different chemical and physical properties 
the injection and atomisation characteristics of three-component fuel B15E5 should not vary much 
from those of a neat diesel fuel. 


Tab.1. Testing conditions of the diesel engine operating on arctic class 2 diesel fuel and ethanol-diesel-biodiesel blend 


BISE5 
Brake mean effective 
Rotation pressures, MPa for both 
speed, min” | cases DF and B15E5 Air-to-fuel equivalence ratio A 
heavy | medium | light DF B15E5 
1400 0,75 0.47 0.14 145 2.39 5.30 1,42 | 2.31 | 5.06 
1800 0,76 0.44 0.15 142 247 5.21 1,37 | 2.38 | 5.73 
2200 0,68 0.41 0.07 149 2.31 6.14 1,47 | 2.32 | 5.93 


14 
2200 DF B15E5 


1400 DF 


Fig. 1. The brake specific fuel consumption (bsfc) for neat diesel fuel and three-component fuel BI5E5 as a 
function of engine load and speed 


As is shown in Table 1, comparative analysis of the engine performance parameters and its 
emission changes when operating alternately on neat diesel fuel and ethanol-diesel-biodiesel blend 
B15E5 was conducted for light, medium and heavy loading conditions, i.e. for both cases under 
the same brake mean effective pressures developed at respective 1400, 1800 and 2200 min” 
speeds. The biggest values of bmep = 0.75, 0.76 and 0.68 MPa correspond to standard torque 
changing behaviour of the engine versus crankshaft’s rotation speed of 1400, 1800 and 2200 min”. 
Such approach suggests a little bit lower air-to-fuel equivalence ratios for biodiesel that should be 
taken into account when considering engine performance and its emission composition changes. 

As it follows from the analysis of columns in Fig. 1, the biggest 14.9% and 12.0% increase in 
the brake specific fuel consumption (bsfc) relative to that of a mineral diesel (356.7 g/kWh and 
598.0 g/kWh) takes place when running of the easy loaded engine on blend B15E5 at critical 
speeds of 1400 and 2200 min". In the case of using in-line fuel injection pump the combustible 
mixture prepared at extremely light load is more heterogeneous that together with a lower cetane 
number of ethanol-diesel-biodiesel blend may aggravate the autoignition leading to incomplete 
combustion of small fuel portions injected at low and high speeds. Nevertheless, performance 
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efficiency of the easy loaded (0.15 MPa) biodiesel improves at speed of 1800 min” corresponding 
maximum torque mode where the bsfc diminishes to 348.5 g/kWh and difference in specific fuel 
consumptions between considered cases reduces to 5.3%. 

After load of the engine increases to medium and heavy values the bsfc of three-component 
fuel remains higher by 8.4%, 10.8, 10.5% and 10.3%, 10.7%, 9.6% comparing with that of a neat 
diesel fuel at speeds of 1400, 1800 and 2200 min’. The bigger biofuel mass consumption spent for 
the same amount of energy produced can be attributed primarily to lower, on average by 6.18%, 
net heating value (39.52MJ/kg) of three-component fuel B15E5 comparing with that of the diesel 
fuel (42.55 MJ/kg). However difference in the heating value of the tested fuels is probably not the 
main reason that leads to the higher three-component fuel consumption in grams per unit of energy 
developed. 

After substitution of the diesel fuel (0.24) with blend BISES the biggest 7.3% decrease in 
brake thermal efficiency was suffered when operating at light 0.14 MPa load and low 1400 min” 
speed. Whereat the performance mode of biodiesel was changed to medium and heavy loads the ne 
increased to 0.32-0.34 sustaining at lower by 1.6%, 3.8%, 3.6% and 3.4%, 3.7%, 2.8% levels 
relative to values determined for reference diesel at 1400, 1800 and 2200 min” speeds. The lower 
thermal efficiency of biodiesel can be attributed to changes occurring in the combustion process 
[1]. Extremely low cetane number (8) of ethanol, its low calorific value (26.82 MJ/kg) along with 
a high volatility and significant cooling effect of the fuel sprays caused by 3.5 times bigger latent 
heat for evaporation (910 kJ/kg) relative to that of the diesel fuel and tendency to absorb ambient 
water may aggravate the autoignition of biofuel portions injected resulting into retarded start of 
combustion, relocating the maximum cylinder gas pressure and temperature points towards the 
expansion stroke and increasing incomplete diffusion burning of fuel reach portions [12]. A twice 
as much higher autoignition temperature (420 °C) of ethanol relative to that of diesel fuel (230 °C) 
aggravates autoignition and provokes misfiring cycles at easy loads and sharp knocking under 
heavy loads for bigger than 15vol% ethanol additions [9]. 


NOx, ppm 


mediu mo 
so 


400 
B15E5 2200 DF light 


1800 DF 


1400 DF 


Fig. 2. Total nitrogen oxides NO, emissions produced from diesel fuel and three-component fuel BI5E5 as a 
function of engine load and speed 
As it follows from data given in Table 1, to develop the same torque and effective power as 
that of reference diesel a fully loaded engine run on less (by 6.18%) calorific three-component fuel 
B15E5 is imposed to operate with a bigger fuel mass portion delivered per cycle, i.e. under air-to- 
fuel equivalence ratios on average lower by 2.1%, 3.5% and 1.3% at respective speeds. Engine 
performance under marginal oxygen deficiency can be one of a main reason why the brake thermal 
efficiency of biodiesel was lower and the bsfc of oxygenated (6.1% oxygen) fuel was accordingly 
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higher than that of reference diesel. Incomplete combustion of biofuel blend tested results into 
corresponding changes in NOx (Fig. 2), CO (Fig. 3) and HC (Fig. 4) emissions behaviour. 

The amounts of NOx emissions depend on performance conditions of the engine, the feedstock 
oil used for engine fuelling and iodine number, the composition and chemical structure of the fatty 
acids as well as on variations in actual fuel injection timing advance and autoignition delay caused 
by changes in physical properties, such as the effect of bulk modulus, viscosity and density of the 
biofuel [11,12]. A key role in the NOx production plays also oxygen mass (weight) content 
accumulated in the biofuel, its composition and chemical structure, including presence of double 
bonds, as well as performance efficiency related maximum cylinder gas temperature [8,11,13]. 
Test results with a Case model 188D four cylinder, DI diesel engine confirm that up to 60% of 
replacement of diesel fuel by ethanol can be achieved however engine misfiring appears because 
of extreme autoignition delay and severe knocking occurs under some testing conditions [2]. 
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Fig. 3. Emissions of carbon monoxide CO produced from diesel fuel and three-component fuel BI5E5 as a function of 
engine load and speed 


Analysis of columns in Fig. 2 indicates, that maximum NOx emissions produced by the engine 
operating on three-component fuel B15E5 are lower by 13.4% (1394 ppm), 18.0% (1416 ppm) and 
12.5% (1129 ppm) throughout the whole speed range comparing with those values generated from 
diesel fuel. The intermediate NOx emission values determined for biodiesel operating under light 
and medium loads, as it is shown by headmost columns, are also lower by 39.6%, 14.4%, 27.1% 
and 32.5%, 18.7%, 21.2% at respective 1400, 1800 and 2200 min”! speed. 

In spite of a higher fuel bond oxygen mass content (6.1%), worse performance efficiency of 
biodiesel and lower maximum cylinder gas temperature does not create conditions necessary for 
production of NO, [13]. Experiments conducted with a turbocharged and intercooled 7.3 | diesel 
engine T 444E HT confirmed that maximum cylinder gas pressures and temperatures decreased 
slightly with increasing the proportion of ethanol, therefore benefits in reduced NO, emissions 
were also observed, ethanol-diesel blend E10 decreased NOx emissions by close to 3% [4]. 


103 


The carbon monoxide CO emissions depend on load, hence quantity of fuel delivered per 
cycle and air-to-fuel equivalence ratio, engine speed, i.e. cylinder air swirl turbulence intensity, 
and biofuel conserved oxygen mass content. When operating on three-component fuel B15E5 at 
light and under medium loads CO emissions emanating from biodiesel are bigger by 99.7% (759 
ppm), 6.4% (598 ppm), 35.3% (1054 ppm) and 15.7% (236 ppm), 22.2% (242 ppm), 45.5% (384 
ppm) relative to those determined for reference fuel at 1400, 1800 and 2200 min” speeds (Fig. 3). 


In the case of running a fully loaded engine, the CO emissions produced from blend BI5E5 
are lower by 6.0% (992 ppm) only at a low 1400 min’! speed and they increase against those 
measured from reference diesel by 20.1% (1248 ppm) and 28.2% (913 ppm) for higher speeds. 
Diminished CO emissions at low revolutions can be attributed to a lower C/H ratio of blend 
B15E5 (6.45) comparing with that of the diesel fuel (6.90) whereas significant CO increase at 
higher speeds of 1800 and 2200 min” may take place due to worse ethanol operating properties 
and such result matches well with a lower NOx emission (Fig. 2) emerging from biodiesel. 
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Fig. 4. Emissions of total unburned hydrocarbons HC produced from diesel fuel and three-component fuel B15E5 as a 
function of engine load and speed 


Emissions of HC generated from fuel BI5ES are higher throughout a whole load and speed 
range (Fig. 4). The biggest 65.5% (960 ppm) HC emission increase occurs at light load and low 
speed because of diminished fuel injection pressure, cylinder air swirl turbulence intensity, gas 
pressure and temperature. As speed of the easy loaded biodiesel increases to 1800 and 2200 min” 
HC emissions scale up to 970 and 1070 ppm, however their increments regarding baseline values 
diminish to 16.9% and 37.2%. When running at medium load the HC emission generated from 
blend B15E5 sustains actually at the same 800 ppm level for a whole speed range, i.e. is by 48.1%, 
23.1%, 27.0% higher respective to its baseline values, and increases again to 1270 ppm (35.1%), 
1280 ppm (25.5%), 1160 ppm (34.9%) for heavy loads. The test results of a single cylinder 
Cummins 4 type engine indicate that with increasing ethanol percentage in the blended diesel fuel 
reduction in NOx varied from zero to 4-5%. Both decreases and increases in CO emissions 
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occurred, while THC increased substantially, but both were still well below the regulated 
emissions limit [5]. 

Because of incomplete burning at light load and low speed, the smoke opacity appearing from 
three-component fuel B15E5 is vaporous and compiles only 1.5%, however it increases to 5.1% 
and 5.5% becoming by 70.0% and 14.6% bigger, for higher 1800 and 2200 min” speeds (Fig. 5). 
Vaporous smoke emerging from the easy loaded biodiesel matches well with a bigger specific fuel 
mass consumption (Fig. 1), higher CO (Fig. 3) and HC (Fig. 4) emissions and reasonably lower 
emission of NO, (Fig. 2). In the case of running partially loaded biodiesel smoke opacity does not 
change greatly with speed sustaining actually at the same 20.1-20.5% level, however it is by 
32.0% (1400 min`’) to 99.0% (1800 min`’) bigger than that produced from neat diesel fuel. 

When operating of the fully loaded engine on fuel BISES smoke opacity was reduced by 
13.2%, 1.5% and 2.7% comparing with its baseline 61.3%, 66.0% and 69.6% values generated 
from reference diesel at 1400, 1800 and 2200 min” speeds. Experiments conducted in a steel 
combustion chamber with 5vol%, 10 vol and 20vol% ethanol-diesel blends showed that 
blending diesel fuel with additives having considerably higher H/C ratios improves the combustion 
process, reducing pollutants and soot mass concentration in the exhausts [3]. However, when using 
biofuel BISES the fuel bond oxygen may come into effect with a little help and, rather, to late to 
improve performance efficiency of the engine reducing CO, HC and other related emissions [14]. 
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Fig.5. Smoke opacity of the exhausts produced from neat diesel fuel and three-component fuel BISE5 as a 
function of engine load and speed 


In the case of running a fully loaded engine on biofuel B15E5 residual oxygen O, content in 
the exhausts was lower, on average, by 5.0% (7.17vol%), 7.4% (6.10vol%) and 4.3% (7.16vol%) 
and carbon dioxide CO» emission was higher by 2.8% (10.21 vol%), 3.4% (10.99vol%) and 2.4% 
(10.22vol%) relative to that measured from neat diesel fuel at 1400, 1800 and 2200 min" speeds. 


Conclusions 

1. Test results indicate that when operating of a fully loaded engine on three-component fuel 
B15E5 the brake specific fuel mass consumption is bigger by 10.3%, 10.7% and 9.6% 
comparing with that 237.2, 239.5 and 244.7 g/kWh of a neat diesel fuel. Substitution of the 
diesel fuel with oxygenated (6.1% oxygen) fuel BISES results into the brake thermal efficiency 
of the fully loaded engine lower by 3.4%, 3.7%, 2.8% relative to values determined for a neat 
diesel fuel at respective 1400, 1800 and 2200 min" speed. 
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2. Maximum emissions of NOx produced from three-component fuel B15E5 were diminished by 
13.4%, 18.0% and 12.5% throughout a whole speed 1400, 1800 and 2200 min’ range relative to 1609 
ppm, 1539 ppm and 1291 ppm generated from neat diesel fuel that can be attributed reasonably to 
worse performance efficiency of biodiesel. 

3. The carbon monoxide, CO, emissions from biodiesel are bigger by 99.7% for light 0.14 MPa 
load and 1400 min’! speed relative to reference 380 ppm value, however difference in the CO 
amounts exhausted descents by 6.0% (992 ppm) below reference level for the maximum load 
of 0.75 MPa and low speed of 1400 min’! increasing again by 20.1% (1248 ppm) and 28.2% 
(913 ppm) for higher 1800 and 2200 min’! speeds. 

4. The biggest 65.5% (960 ppm) increase in emission of the HC regarding reference diesel fuel 
occurs at a light 0.14 MPa load and reduced 1400 min” speed. When operating under full load, 
the three-component fuel B15E5 suggests HC emission bigger by 35.1% (1270 ppm), 25.5% 
(1280 ppm) and 34.9% (1160 ppm) at corresponding 1400, 1800 and 2200 min" speed. 

5. Smoke opacity emerging from a fully loaded engine operating on oxygenated fuel B15E5 is 
lower by 13.2%, 1.5% and 2.7% relative to respective 61.3%, 66.0% and 69.6% values 
measured from neat diesel fuel at speeds of 1400, 1800 and 2200 min’'. Residual oxygen O» 
content in the exhausts is lower by 5.0%, 7.4%, 4.3% and carbon dioxide CO» emissions are 
bigger by 2.8%, 3.4%, 2.4% when operating under full throttle on three-component fuel B15E5 
relative to that measured from neat diesel fuel at respective speeds. 
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Abstract 


Society’s growing pro-ecological pressure has made atmosphere pollution by marine diesel 
engine exhausts one of the main problems of marine environment protection of recent years. In 
order to determine the share of vessels in atmospheric air pollution and to counteract the harmful 
effects of toxic compounds in marine engines exhausts, it is necessary to know the emission values 
of these compounds from particular vessels, which is possible if one knows the vessel movement 
parameters, concentration values of particular compounds for these parameters and the atmos- 
pheric conditions in the area they are staying in. 

The work presents conditions concerning the modelling of harmful compounds emission of 
engine exhausts based on the example of ships sailing in the Gulf of Gdansk region, using infor- 
mation from AIS system. 


Key words: emission, exhausts, toxic compounds, modelling, narine engines, AIS 


1. Introduction 


The problem of air pollution in ports and approaches to ports is important insomuch as ports 
are usually located close to or in the area of large cities, and their restricted space is the cause of 
large concentration of vessels in a small area. Widely conceived operational conditions are not 
without significance either. Among the latter there can be counted the way of operating the en- 
gines, frequency and character of steady and transient conditions, and external conditions affecting 
engine work. Exhausts toxicity is also affected by the kind of fuel and lubricating oil applied 


Research conducted currently throughout the world concerning atmosphere pollution caused by 
emission of toxic compounds from ship engines, conceived both globally [1,2] and regionally 
[3,4], as also locally, e.g. in areas of large sea ports [5] is based on simplified input data [2,6,7]. 
The existing data bases of harmful compounds emission from exhausts of ships sailing in various 
regions of the world [7] cannot be used, however, for the estimation of emission in mezzo- and 
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microscale, e.g. The Baltic Sea or the Gulf of Gdansk, as they lead to considerable underestimation 
of emission indexes, mainly due to too few details of vessel movement characteristics [8]. 


The factors determining global emission of substances contained in marine diesel engines ex- 
hausts have been classified and described in [4]. 


The process of modelling of toxic compounds (TC) emission in marine engines exhausts is 
very complex and requires information that can be divided into four basic groups: 

e vessel parameters — length, breadth and draft of the vessel, technical condition of the pro- 
pulsion system, kind of propulsion (including kind and number of engines), kind and 
number of propulsion screws etc.; 

e vessel movement parameters — vessel’s course and speed; 

e external conditions — wind direction and force, air and water temperature, atmospheric 
pressure, air humidity, state of the sea; 

e number of vessels with consideration of their categories. 

Models of emission from inland transports created in Europe, like HBEFA, COPERT, 
DVG, DRIVE-MODEM attempt to take into account the largest possible number of parameters 
affecting emission, yet with such a large number of factors and complex description of phenomena 
determining the emission process, simplifying assumptions cannot be avoided. Besides, due to the 
difference in both hydrometeorological conditions and the specificity of vessel operation, they 
cannot be applied for the assessment of emission from ships. 

The STEAM model (Ship Traffic Emission Assessment Model) of toxic compounds emission 
presented in [9] is based on data transmitted by the AIS system and calculations are made on their 
basis of toxic compounds emission indexes in the exhausts. Yet even in this model no simplifying 
assumptions have been avoided (for instance, when engine data were unavailable it was assumed 
that it was a medium-speed engine with self-ignition of rated rotation speed of n=500 rpm, which 
is likely to cause that the determined emission indexes will not reflect real emission values. 

There exists thus the need to apply methods by means of which it will be possible to deter- 
mine much more precisely the characteristic of vessel movement as also the emission values. 


2. General characteristic of AIS system 


The AIS (Automatic Identification System) is a radio system that enables automatic exchange 
of information of vessel identification, essential for vessel traffic safety in relation ship-to-ship, 
ship- to-plane and ship-to-shore. 

According to MSC 74 (69) resolution of the Safety-at-Sea Committee of International Mari- 
time Organisation [10] of newly-built vessels (of 300 BRT tonnage and larger in international 
shipping and 500 BRT and larger) were to be equipped systematically starting from 1 June 2002. 

According to IMO recommendations, the AIS installed on the vessel should automatically 
transmit and receive the following data (using TDMA technique): 

e static: 


— MMSI number (Maritime Mobile Service Identity), 

—  ship’s IMO number, 

— ship’s calling signal and name, 

— vessel’s length and breadth, 

— type of vessel, 

— antenna location of the ship’s radio-navigational receiver connected to the AIS in rela- 
tion to the ship’s hull, 

e dynamic: 

— geographical coordinates of position received from the ship’s radio-navigational re- 

ceiver connected to the AIS, with indication of its accuracy, 
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— UTC - Universal Time), 

— course and speed over the ground (COG, VTG), 

— true course (HDG), 

— navigational status determined in accordance with the resolutions of international regu- 
lations on preventing collisions at sea (e.g. vessel hampered, at anchor etc.), 

— rate of turning (angular speed) (ROT), 

— optional: constant angle of heel and current values of longitudinal and athwart heels (if 
the ship has instruments for measuring them), 

e concerning the voyage: 

— vessel’s draft, 

— port of destination and ETA (Estimated Time of Arrival) — if the Master considers this 
information as required, 

— optional: route of transition (positions of successive turning points. 


The ship’s device should transmit autonomously in definite time intervals: 

e static information — every 6 minutes and on demand, 

e dynamic information, in time intervals from 2 to 12 seconds depending on movement 
velocity, 

e voyage data, every 6 minutes, after each change of any of the data and on demand, 

e brief information on safety, on demand. 


Working in the way presented AIS must be able to exchange 2000 reports per minute. 

AIS station can be composed of, among other things: satellite system receiver (GNSS) only 
for time determination, a monitor equipped with a keyboard for manual entry of data, processor 
controlling the work of the device and testing its proper functioning and enabling the control of 
correctness of the data transmitted and received, connection systems of external navigational de- 
vices, i.e. radio-navigational system receiver for position plotting, determining log and compass 
(of gyrocompass or electronic compass) and instruments for measuring rate of turn and optionally, 
angles of longitudinal and athwart heel), systems of connecting to the ECDIS/ECS, radar and 
ARPA. 

For this reason the coastal AIS stations have become convenient instruments permitting con- 
stant monitoring of vessel traffic. Due to their connection to the pan-European network of data 
exchange it is possible to gather and transmit information concerning dangerous cargoes and pas- 
sengers carried. Such data, transmitted in turn to VTS Centres, will permit inter alia [10]: 

e identification in the VTS service centre of vessels present in the area of its functioning; 

e presenting information on vessels’ position and vectors of their movement with same accu- 
racy as is available on these vessels, higher than available from shore radar devices 
equipped with tracking systems; 

e presenting the above-mentioned information with minimum time delay, equalling less than 
1 second; 

e presenting information on manoeuvring vessels, inaccessible in the case of using radar de- 
vices, for instance current values of their gyrocompass courses and rate of turn; 

e monitoring current hydrometeorological conditions in the VTS centre and on ships. 


3. Theoretical bases of modelling the emission of exhausts components from ship engines 


The emission of any pollution is express in mass m. This mass can be a function of time or 
way, that is m(t) lub m(s). Way emission is defined as the derivative [11] of emission being the 
function of way m(s) covered by the vessel 


Iti 


b= dm,(s) (1) 


ds 
On the basis of equation (1) it can be written that emission on way S will equal 
S 
m, (S) = [b,(s)ds (2) 
0 
The intensity of emission as a function of time equals 
dm(t) 
E(t) = —— 3 
O= (3) 
Way emission as a function of time will assume the form 
b,(1)=6,(s(0)) (4) 
Pollution emission in time T will thus equal 
T 
m(T) = [b(pv(pat (5) 
0 


where v(t) is the vessel’s speed. 


As the amount of harmful compounds emitted in marine engine exhausts depends on such 
values describing the engine's work state as torque Mo, rotational speed n, environmental condi- 
tions G (e.g. ambient temperature, pressure, air humidity) and sailing conditions O (wind direc- 
tion and force, length and height of waves etc.) unit emission of n-th exhausts component: 

en= f (Mo, n, G, O) (6) 
and the engine's effective power P,= 27 -M,-n, way emission can be modelled as the functional of a 
value describing the engine’s work state, i.e. effective power and the vectors describing environ- 
mental and sailing conditions 


b(t) = Bp [ P(t), G(1),O(1)] (7) 


Way emission of a vessel in conditions of sea operation is the function of the vessel’s instanta- 
neous speed v, vector A , containing information on the ship’s variable movement resistances 
bound with the sailing area (water depth, water area width like a channel’s width etc.), vector G, 
describing environmental conditions and vector O, describing sailing conditions 

bi= fly, A, G, O) (8) 


and it can can be presented as the operational dependence 
In connection with dependences (3) and (7) vessel emission mox in time T equals 


T 
Mokr =f B, VEA), GO), O@I(t)de 


and the mean way emission from vessel can be described 


(10) 


1 T 
ks si beredt Ha 
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Unit emission e is defined as the relation of emission m from the engine in definite time 7 to 
the work performed by the engine Z 


L (12) 


As the work performed by the engine can be expressed as the product of the mean effective 
power and work time 


L=P,,,°T (13) 
and mean emission intensity = m/T , mean unit emission can be expressed as 
E: 
Ez, = p 
Ser (14) 


In work [12] the trajectory of vessel movement has been considered as the realisation of a two- 
dimensional stochastic process {S(t) =(X(t),Y(t)):- t20}, with the assumption that the pro- 


cess is one with multidimensional distribution of continuous type and continuous realisations. The 
realisation of such a process is a two-dimensional trajectory dependent on time 


B= xt), y(t): teT}. 


The equation describing the mass of emitted exhausts can be presented as: 


B 
M =f fGEDWPEldt (15) 


where: (t) — length of vessel’s velocity vector. 


The mass of exhausts emitted in definite area Qin time interval [t;;, ti] is the sum of 
masses emitted by all vessels present in this time interval in the area. If we, k=1,...,K de- 
notes the mass of exhausts emitted by the k-th vessel, then the total mass of exhausts emitted in 
area (2 in time interval [4,.,, t;] is a random variable 


K 
W = yw (16) 


k= 


Random variable W, as the sum of independent random variables with normal distribution has 
a normal distribution of expected value 


K K K N 
E(W,) = W = Y [E(AM*)+M*]=)[M* +0] As] 
k=l k=l k=l i=l 


(17) 
Standard deviation of this random variables equals 
K K N 
aW) = Zam” m As P F (18) 
k=1 k=l i=l 


4. Results of modelling toxic compounds emission in exhausts based on information obtained 
from the system 


In the construction and research of the stochastic model of movement and exhausts emis- 
sion from vessels [13,14,15] in the region of the Gulf of Gdansk it is indispensable to know the 
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number of vessels sailing in the region analysed, their distribution with respect to kind of vessels, 
their size, speed, power and kind of main propulsion engines etc. 

For the statistical working out of marine vessel movement streams there were assumed the 
routes of approach fairways to the ports of Gdynia and Gdansk, the fairway separating into both 
these water lanes and the traffic routes in the port of Gdynia. 

In the research archival data were used, registered with the coastal AIS device by SAAB firm of 
R$ type, tracking vessel traffic in the Gulf of Gdansk [16]. 

Fig. 1 presents parts of movement trajectory of the Stena Baltica ferry, taking consideration 
of movement parameters and atmospheric conditions. These pieces of information permit the 
tracking of changes in the vessel’s course and speed, and eventually the working out of the ves- 
sel’s movement’s dynamic parameters. 

On the basis of acquired statistical data concerning vessel traffic, there have been worked 
out typical characteristics of changes in the vessel’s speed as the function of time for regular ship- 
ping vessels. An example of such characteristic is the averaged characteristic of changes in speed 
of Stena ferries during entering the port of Gdynia, presented in Fig. 2. 

Fig. 3 presents calculation results of emission intensity of toxic compounds in exhausts for 
an engine with rated power Pem) = 9 MW mounted on vessel (L = 129 m, B = 22 m, T# Ta, = 6.1m) 

with nominal velocity vn = 15 knots, sailing at speed established from data from AIS system vg = 
Ve = 13.6 knots [15]. 

The example concerns the determination of total emission of toxic compounds of a vessel 
sailing in the Gulf of Gdansk at nominal loading state D = D, (T = 7,) and state of the sea SM < 
3°B and the true depth of the sailing water area. The particular four stages of the way covered re- 
flect the operational conditions and emission of toxic compounds during the voyage of each vessel 
sailing in the direction of the Gulf ports and its putting to sea. 


7 al True course 


Wind direction 


Fig. 1. Part of movement trajectory of Stena Baltica ferry taking consideration of vessel parame- 
ters and atmospheric conditions 
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Fig. 2. Time course of ferry speed (active braking) entering the port of Gdynia, obtained from AIS 
system 
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Fig. 3. Distribution of pollution emission intensity on distinguished stages of a typical ship voyage 
in the waters of the Gulf of Zatoki Gdansk 
Stage I — free sailing at speed vg = idem; Stage 2 — vessel’s braking down to v = 0; 
Stage 3 — starting and accelerating up to vg = 13,6 k; Stage 4 — free sailing at speed vg = idem 


Recapitulation 


The modelling of emission of harmful compounds is a very important and at the same time a 
very complex subject. Many attempts are undertaken in the world aimed at estimating models of 
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harmful compounds emission in vessel exhausts. Unfortunately, due to the model structure being 
dependent not only on its intended use, but also largely on the amount and quality of input data, 
many studies being based on an insufficient amount and quality of input data, frequently acquired 
from numerous various sources, and it being necessary to apply simplifications, all this significant- 
ly affects the model’s reliability. 

The possibility of obtaining data from AIS, such as name of vessel, length and breadth, type of 
vessel, universal time bound with the vessel passing through the “gate”, course and speed over the 
ground (COG, VTG) and the vessel’s draft permits the creation of innovative models describing 
the vessels’ movement in the area examined and the emission of harmful compounds in exhausts 
both for a single vessel and the whole area examined. 

Apart from problems that motorization specialists cope with when modelling toxic compounds 
emission, in the case of sailing vessels among parameters disturbing the accurate emission deter- 
mination of particular compounds (due to lack of information or its changeability) there can be 
additionally counted the technical condition of the engine, fuel apparatus in particular, and atmos- 
pheric conditions (particularly wind direction and force). 
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Abstract 


We show that a upside-down bathtub failure rate function can be obtained from a mixture of two increasing 
failure rate function (IFR) models. Specifically, we study the failure rate of the mixture an exponential 
distribution, and an IFR distribution with strictly increasing failure rate function. Examples of several other 
upside-down bathtub shaped failure rate functions are also presented. The method are illustrated by a numerical 
example of the time between the failures for the bus engines. 


Keywords: Bathtub curve, upside-down bathtub curve, failure rate function, mixture of distributions, reliability 
function 


1. Introduction 


The distributions with non-monotonic failure rate functions are considered frequently in 
the reliability theory and practice. The distributions with a bathtub shape failure functions 
(BFR) belong to such a class of distributions. The models with BFR are very useful in the 
reliability theory and practice. We give the definition of a bathtub shape failure rate function 
below. It is useful, throughout his paper by increasing or decreasing, understood respectively 
as non — decreasing or non — increasing. 

Definition 1: A lifetime T, with failure rate function r(t) is said to have a bathtub shaped 
failure rate if there exists t such that 0 < t™< œ and r(t) is decreasing for 0 < t < t* and r(t) is 
increasing for t > i 

A brief discussion and summary for such distributions are given in [1] and [12]. However, 
there are known many examples of applications of distributions with upside-down bathtub 
shaped (unimodal) failure rate functions (UBFR). In particular cases, the unimodal failure rate 
function is used in [9] for data of motor bus failures, in [1] and [4] for optimal burn decisions, 
and in [5] and [7] for ageing property in reliability. 

One of the ways of generating distributions with non-monotone failure rate functions is 
mixing the standard distributions. It is well known result that the mixture of distributions with 
a decreasing failure rate functions (DFR) has a decreasing failure rate function (see Prochan 
[11] ). Klutke et al. [8] have been studied the mixture of two Weibull distributions and they 
suggested that this mixture can be the distribution with unimodal failure rate function. 
However, in [13], it is stated that the considered mixture failure rate function has a 
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decreasing initial period. The mixture of the two Weibull distributions has also been studied 
in [14]. For the same values of scale parameter all possible types of shape failure rate function 
are found. However, for the different scale parameter the numerical computing is performed. 
Block et al. [3] have been studied the mixture of two distributions with increasing linear 
failure rate functions. 

The paper is organized as follows. In Section 2, the model of the mixture of two 
distributions is introduced and discussed, while, in Section 3, the particular cases are 
considered. In last section the numerical examples with technical data are presented. 

2. The model of mixture distributions 
We consider a mixture of two lifetime Ty, T2 with densities f(t), f(t), with corresponding 


reliability functions Rj(t), Ro(t), failure rate function r(t), r2(t) and weights p and q = 1 — p, 
where 0 < p < 1. The mixed density is then written as 


f(t) =p fi() + (1 — p) f(t) 
and mixed reliability functions is 
R (t) =p Rit) + (1 —p) R2(t) 
The failure rate function of the mixture can be written as the mixture [2] 
r(t) = o (t) r(t) + [1 — o(t)] r(t) 
where œ (t) = pR;(t) / R(t). Moreover, from [2], we have under some mild conditions, that 


lim r(t) = lim min fr (6), r; (0)) 


In the following propositions, we give some properties for the mixture failure rate function. 
Proposition 1: For the first derivative of © (t), we have 
oa’) =o (t) (I — o(t) ) (2t) — n(t) ) 
Proposition 2: For the first derivative of r(t), we obtain 
r (6) = (1 -= oft) ) (6 (r0) = ri + rat) ) + o0 rO 
Proposition 3: If R(t) = exp (~t ), then 
r (= (1 - o) (Co®(n(t) -4 +r) ) 
Proposition 4: If Ry(t) = exp (~ut ), then r’ (0) > 0 if and only if 
(0) > p (22(0) -1 ) 


We suppose that r (t) = yt + at” '/ B® , where a > 1. The reliability function Ra(t) is a particular 
case of the reliability function given by Gurwich [6] (see also [10]). Without loss generality, 
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we assume that p = 1. Hence r.(0) = 0 for a > 1.Consequently, the reliability function of 
corresponding toT> is 


R(t) =exp(—*yt?-t*) for t>0. 


Let h,(t) = w(t) (2(t) — X, Y, h(t) = r*2(t). Since w(t) > 0 for t > 0 and 1,(t) is increasing 
from 0 to œ, and (0) = p, o(co) = 1, we conclude, that the equation h;(t) = 0 has only one 
solution tı. We can also examine the ratio of the function h;(t) and ho(t), i.e. 


wiag 

>e hy (t) 
Since there are t’ such that, for all t > t’, we have h(t) > h2(t), where as, we have 
h;(t,) = O < hz(tı). Hence the equation h(t) = h;(t) — h2(t) = 0 has at least one solution. 


3. The particular case of mixture 


We shall give the conditions under which the failure rate of the mixture of an exponential 
distribution and the distribution with failure rate r» (t) has an UBFR. In this section, we 
consider three particular cases of a failure rate rz (t). 


Proposition 5: If 2<a<6and p ù? <y thenr (t) e UBFR. 


Proof: It is know that the equation h (t) = 0 has at least one a solution for t > ty. We consider 
the ratio 


_ (m(t) -A1 


AO 


It is easy that u (ty) =0 and lim u(t) = œ . For the first derivative, we have 
t>wo 


T(t)-Ay 


ir’, OF (2[r', ©] - 1", (0p (t)-A)} 
2 


w(t) = 


Let u(t) = 2 [P0] — r(t) (r(t) — 4) and 
u(t) = 2y” + ya(a — 1)t**(6 — a) + oF (a — 1)t 7° 44+ Aya(a — 1) (a= 2)t** 
If 2< a<6 then u(t)>0 and u(t)>0 for t > ti. 


By Proposition 1 «(t) is increasing for t > tı and a(t) u(t) is increasing for t > tı. Hence 
the equation h (t) = 0 has only one solution and r(t) e UBFR. 


4. The numerical examples 


In this section, we consider four examples to illustrate the theoretical research given in the 
previous sections. 
Example 1: We consider the exponential distribution with failure rate function r(t) =A) = 1 
and Gurvich distribution given in the section II with parameters B=1,y=1, ae { 2.5, 3, 4, 
5, 6}and mixing proportion p = 0.8. Thus r(t) have an upside — down bathtub shaped. Figure 1 
shows the five plots of r(t). 
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Fig. 1. Mixture failure rate of exponential and Gurwich distribution for 
a €{2.5, 3, 4, 5, 6} with UBFR shape 


Example 2: We consider two failure rate functions namely r(t)= = 1 and a failure rate of 
Gurwich distribution with a = 2, B = 1, y e { 2,3, 4,5, 6 }. The mixing proportion p = 0.8. 
Figure 2 shows the plots of r(t) for different values of parameter y. 


Fig. 2. Mixture failure rate of exponential and IFR distribution for y €{2, 3, 4, 5, 6}, 
with UBFR shape 
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Example 3: In this example, we consider the mixture of exponential distribution with A = 2 
and Gurwich distribution with a = 3, B = 1 and p e 40.4, 0.3, 0.2, 0.15, 0.1}. Figure 3 
contains five plots of failure rate functions for different values of p. 


r(t) 


Fig. 3. Mixture of exponential distribution and Gurwich distribution for p e 40.4, 0.3, 0.2, 0.15, 0.1} 


Example 4: In this example, we consider a real lifetime data. The object of the investigation 
is a real municipal bus transport system within a large agglomeration. The analyzed system 
operates and maintains 210 municipal buses of various marks and types. For the investigation 
purpose, 35 buses of the same make were selected. The data set contains n = 1081 times 
between successive failures of the engine of the bus. We estimate the parameters p, a, y, B, A 
of the model with the reliability function 
R(t) = p exp (Mt) + (1 —p) exp (= 0.5 yt” - (t/B)') 

By maximizing the logarithm of likelihood function for grouped data, we calculate p =0.76, 
a=2.71, y =15.56, B= 99.03, A=0.082. For these values of parameters, we prove Pearson’s test 
of fit and compute associated p-value is 0.46. The reliability function R(t) sufficiently 
precisely describes the empirical reliability function. By Proposition 5, we conclude that the 
failure rate is UBFR. 


5. Conclusions 


Sometimes, we have upside-down bathtub estimated failure rates from model which do not 
have theoretical UBFR. In this paper we ha ve presented flexible and practical model for 
UBER. The purpose of this paper is to present a new UBFR as a mixture of two distributions 
for the first time. The model of UBFR presented in this paper is fully adaptive to the available 
failure data and this distributions gives reliability engineers and biostatisticians another option 
for modeling the lifetime. The numerical examples for life time of an engine system of a bus 
shows that the mixture can be useful to practical applications. 
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Abstract 


Design of engineering structures is associated with making of series of calculations, including the ones on 
fatigue life. Appropriate assumptions about the number of load cycles allows to determine the extent of fatigue, what 
affects the method of calculating and developing the methodology of experimental tests. 

The paper provides general comments on the analysis of service loads of machine components in the context of 
the conducted tests and fatigue life calculations. 


Keywords: fatigue life, random service load 
1. Introduction 


Design of machines is connected with adopting the assumptions about among others working 
time. The assumption during the life design of objects results in such technical solutions that meet 
the formulated criteria. They require to carry out various tests and calculations, including these on 
fatigue. 

Effect of factors associated with the geometry of objects, properties of construction materials, 
manufacturing technology and the nature of the loads makes the problems of machine components 
life calculations extremely difficult. The probabilistic nature of the load courses also affects the 
raise of the complexity of the issue level. It results from the conditions of machine maintenance. 

Tests and calculations of fatigue life of the construction components, operating under specified 
servicing conditions, require knowledge of the nature of service loads, which usually are random. 
By making measurements of stress (strain) variation in representative working conditions, the 
timings reflecting the nature of the measurand variations are determined. Consequently, they 
constitute a basis to develop a one-or two-parametric spectra loads. These spectra allow to conduct 
the calculations and fatigue tests of machine components for the service period. 

The aim of this study is to formulate general comments on the analysis of service loads of 
machine components in the context of the conducted tests and fatigue life calculations involving: 
assessment of the ranges of low, high and gigacycle fatigue, assessment of the type of load with 
reference to the nature of the force and assessment of the proposed fatigue life of sample 
components. 
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2. Projected objects life 


Measurement and analysis of service loads reveals the properties in the field of values, time 
and frequency. Depending on working conditions loads show a large variation, which is revealed 
by parameters and statistical functions [4, 5]. 

Figure 1 presents examples of courses of load changes of significantly different structural 
components. Their visual assessment indicates the diverse nature and extent of the stress variations 
that results from the different operating conditions. Figure la presents the course of fighter wing 
loads during one flight, during which certain tasks were performed. Figure 1b relates to changes in 
the value of torque driving so-called finishing stand per unit of time or technological cycle. Figure 
lc presents the changes in the value of the bending moment in the rod of stub axle, while figure 1d 
changes in pressure in the pipeline. Knowledge of the stress variation course in the elements of 
machines allows the development of load spectra used in the calculations with reference to fatigue 
life. 
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Fig. 1. Examples of time changes course: a — stress in the wing of a fighter aircraft [1], b — driving torque of so-called 
finishing stand [2], c — the bending moment in the rod of car stub axle [2], d— the pressure in the pipeline [2] 


Machine design is associated with the selection of design features due to the adopted criteria, 
which include design life. Depending on the class of objects mentioned life can be expressed: in 
time unit (hours, years of operation), the number of flights (maneuvers, activations), mileage (in 
kilometers), the number of revolutions or technological cycles. 

Precise formulation of design life in cycles for engineering structures working in variable load 
conditions is difficult. Therefore it is based on estimating the number of cycles for loads courses 
corresponding to the representative operating conditions. 

Definition of the number of load cycles per unit in which the design life was expressed allows 
to specify the total number of cycles. Consequently, it enables to determine the range of fatigue to 
which the element will be subjected during the operation. This results in the selection of 
appropriate methods of calculations and tests with reference to fatigue life. 
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3. Ranges of low, high and gigacycle fatigue 


Calculations of fatigue life of machine components are carried out with the usage of methods 
that apply fatigue life Wöhler curve. On its background three areas corresponding with ranges: 
Low-Cycle Fatigue (LCF), high-cycle fatigue (HCF) and gigacycle fatigue (GCF) can be 
distinguished (fig. 2). The division into these ranges results from the changes in properties of 
material occurring through operation of the load of a variable character. For loads level above the 
flexibility limit (for LCF) significant plastic strain is observed leading to the occurrence of adverse 
effects in the structure of the material. Consequently, they lead to the formation of fatigue cracks 
in a small number of load cycles. Hysteresis loops for a range of LCF have a much larger field for 
a loop of other ranges, what results in significant plastic strain. High-cycle fatigue includes a range 
of load variations between the flexibility limit and fatigue limit ZG. The limit of fatigue is 
determined by experimental studies or adopted for the base number of cycles No at the known 
form of equation describing the gradient of fatigue life curve. Depending on the type of material or 
structural elements fatigue category No value is assumed in the range from 10°+ 5 - 10° cycles [7]. 
In range of high — cycle fatigue in the area of limited life the hysteresis loop field size decreases 
with decreasing amplitude of the load. It is assumed that the high-cycle fatigue area covers a range 
up to 10% cycles. Above a given number mentioned the occurrence of gigacycle fatigue area 
(GCF) is assumed. Amplitude load cycles value, which affect the fatigue life, shall be at the level 
k-Zg, where k is a factor including the impact of stress that lie below the limit of fatigue. Its value 
is in the range k = 0.4 + 0.6. Stress amplitude lying below k-Zg are within the area of unlimited 
life [10]. 


1 10 10 10 10 10 10 10 10 10 logN 


Fig. 2. Schematic presentation of the ranges: LCF — low-cycle fatigue, WCF — high-cycle fatigue, GCF — gigacycle 
fatigue 


Assuming at the stage of the fatigue life design expressed with the number of load cycles for 
the construction element allows to specify the nature of the predicted fatigue effects and the level 
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of maximum stress. Such knowledge enables the appropriate selection of calculation methods and 
experimental research program. 


4. Type of service loads 


The nature of the service load of machine components is affected by many factors associated 
with the operating conditions. Taking into consideration, for example the suspension parts of 
wheeled vehicles, the course of stress changes is influenced by type of surface, driving speed, 
steering maneuvers performed, acceleration, braking, etc. These types of maneuvers generate 
forces (moments) of loading elements and, consequently, their strain. The level of strain depends 
on the value of working force. This type of loads are associated with dynamic forcing. For most 
elements of engineering structures i.e. aircrafts, ships, machines, etc. we also deal with the 
mentioned dynamic forcing. The second type of forcing is kinematic forcing. An example of such 
a force can be non-coaxially located machine shafts connected to a rigid coupling. Lack of 
coaxiality causes constant deflection value, which corresponds to the specified value of stress. 
During rotation of the shaft rotating bending occurs and what is characteristic the value of the 
strain is constant during the entire period of operation while the value of the stress varies. 

In order to illustrate the differences resulting from the method of forcing, in figure 3 there are 
presented sample test results in the conditions of the constant amplitude loads with controlled 
stress (dynamic force) and strain (kinematic force). Test results relate to steel S355J0 (by old 
standards 18G2A steel) in conditions of loads characterized by asymmetry coefficient cycle R = -1 
(fig. 3a and 3b). Hysteresis loops (fig. 3c), recorded with controlled stress show a cyclic 
weakening of the material resulting from an increase of their area with the number of cycles. 
Additionally a cyclic creep effect is observed and it is associated with the movement of the loop 
along the axis of strain. Presented in figure 3d hysteresis loops recorded in a control strain 
conditions show no cyclic creep. For the initial period of life loops are characterized by the largest 
field, which, together with the growth of the cycles number decreases. In the final period of life the 
shape of the hysteresis loop is changing. The characteristic crease related to the growing fatigue 
crack is visible. Analysis of test results allowed for the designation of graphs illustrating the cyclic 
variations of the total strain amplitude gac (fig. 3e) and the stress amplitude ca (fig. 3f). For the 
dynamic force (fig. 3e) on the graph there is no stabilization period of the analyzed loop 
parameter, which is noticeable for the kinematic force [10]. 

It can therefore be concluded that depending on the force method hysteresis loops are 
characterized by different parameters of stress, strain and dissipation energy for similar periods of 
life. 


128 


a) 


600 


Stress, MPa 


d) 


Stress, MPa 


BAS REEE IERA ERAR A 


< 0.99 N 


et EE . See, 


00 


600 


Strain Eac, % 


300 


2000 4000 6000 8000 


0 


Number of cycles N 


Number of cycles N 


Fig. 3. The test results of S355J0 steel in conditions of stress and strain control: a - variation course of the loads with 


0.5%), 


- variation course of the strain with controlled strain (R = -1, £x = 


b 


©, = 500 MPa), 
c - selected hysteresis loops recorded under conditions of stress control, d 


> 


controlled stress (R = -1 


- selected hysteresis loops recorded under 


, f- graph of cyclic weakening for 


I, e - graph of cyclic weakening for ©, = const. 


conditions of strain contro 


const. 


Eac 


129 


5. Examples of service load analysis in terms of fatigue life 


Knowledge of the nature of the loads and number of cycles per unit distance of the assumed 
operation allows to determine the components life. This is important because of the indication of 
the extent of fatigue and the choice of research methods and calculations. 

In papers [3, 6, 8, 9, 11, 12] the values of fatigue life of components of selected machinery and 
equipment (fig. 4) are presented. Expected design life was converted from hours of work, the 
number of kilometers, etc. on the number of load cycles. This allows to compare the values of life. 


HCF 


Service fatigue life, cycle 


Main shaft of machines to processing of wood 


Main shaft of car transmission 
Main shaft of truck trinsmission 


Frame of a motorbike 

| i 
Frame of a motorcycle 
Frame of a locomotive 
Spindles for metal lathe 
Frame of a travelling crane 
Rotor of electric engine 
Lever of a car clutch 


Ə 
5 
> 
2 

2 
e] 
2 
2 
= 
E] 
e 


Fig. 4. Life ranges of selected objects elements 


The performed analysis of life reveals that expected life expressed in number of cycles is 
within the range of high-and gigacycle fatigue. 

Examples of machinery and equipment, whose elements work in the field of low-cycle fatigue 
may be given. These include the chemical industry equipment, energetic, engineering design, 
where the load variation results from the temperature cycles (eg. daily, annual), technological 
cycles (eg. filling and emptying of tankers), etc. 


6. Summary 


Expected life of machinery components at the design stage should be expressed in the number 
of changing load cycles. It allows to determine the fatigue range to which will be subjected the 
elements during operation and the level of maximum stress at points of stress concentration. 
Definition of the fatigue range results in the adoption of appropriate methods of calculation and 
experimental studies methods of fatigue life. 

When assessing the fatigue life of machine components the nature of the load force must be 
taken into account. Depending on whether they are dynamic load or change the kinematic the 
variation of the nature of fatigue process follows, which in consequence may lead to different life 
results. 

The presented examples of components and their corresponding life values indicate that the 
dominant fatigue ranges in mechanical engineering are high and gigacycle fatigue ranges. It is 
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therefore necessary to develop calculation and research methods that correspond with mentioned 
ranges of designed life. 
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Abstract 


The paper discusses selected issues related to the problems of determining boil-off (evaporation) rate (BOR) 
of liquefied natural gas (LNG) on board LNG carriers. Review of available literature describing theoretical models 
of LNG boiling-off phenomenon during maritime transport is presented. Given are examples of simulation results 
of LNG evaporation process based on theoretical analysis. Also presented are methods of determining boil-off rate 
based on the results of observations of the concerned phenomenon on board selected ships. The paper draws attention 
to theoretical differences in a daily boil-off gas (BOG) quantity resulting from the adopted method of determining 
BOR. Namely, in some publications BOR values refer to the loaded quantity of LNG (or even to the ship’s cargo 
carrying capacity), and in the rest to the current quantity on board. The paper outlines resulting theoretical 
differences in quantity of cargo remaining on board. Addressed are also issues related with variable, in the course 
of the voyage, BOG (and thus LNG) composition determining its heating value, which is of particular importance in 
the case of its use as a fuel for ship’s engines. 


Keywords: boil-off rate, evaporation rate, boil-off gas, LNG vapour properties, LNG carrier 
1. Introduction 


Accurate determination of the boil-off rate (BOR) of liquefied natural gas (LNG) shipped by 
the sea is important for a number of reasons. The most important one is safety of transport. 
It should be noted that, as a result of unavoidable heat transfer from the surroundings into the 
cargo and as a consequence its evaporation, vapour pressure in the cargo tanks increases. In order 
to maintain the pressure within acceptable limits, part of the boil-off gas (BOG) has to be regularly 
removed from the tanks. Equally important are issues of economical and technical nature. 
Substantial losses of LNG make the quantity discharged to the receiving terminal smaller than the 
quantity loaded. To remedy this situation, in some cases it is advantageous to re-liquefy BOG 
during the voyage. However, additional investment and operating costs of re-liquefaction plant 
make it often more favourable to burn evaporating cargo (BOG) in the ship’s boilers, reciprocating 
engines or gas turbines. In such cases important issue, in addition to determining available BOG 
quantity, is knowledge of its heating value, which is changing in the course of the voyage due to 
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changing BOG composition. 
2. Boil-off rate determined on the basis of theoretical LNG boiling-off models 


Despite high level of insulation of cargo tanks, it is not possible to completely stop the heat 
ingress from the surroundings into the cargo and thus to prevent its evaporation. The resulting 
vapours are called *boil-off" gas (BOG). Transferring from the outside into the cargo tanks heat 
generates convection currents in the cargo volume causing rising of a warmer layer to the surface, 
where is then evaporates. As long as vapours are removed in order to maintain constant tank 
pressure, temperature of LNG remains unchanged. If the vapour pressure in the ullage space rises, 
evaporation rate decreases and vice versa — if the pressure drops as a result of removal of greater 
quantity of vapours than evaporated since the last measurement, evaporation rate increases and 
consequently the LNG temperature drops. It is a result of inherent equilibrium between gas phase 
pressure and the corresponding temperature of the liquid phase. 

The boil-off rate varies throughout the voyage along with variations of ambient sea and air 
temperatures, sea state and atmospheric pressure (if there is no absolute tank pressure control 
applied). For this reason constant control of pressure in the cargo tanks, inter-barrier spaces’ (IBS, 
also called primary insulation space — PIS) and isolation spaces? (IS, also called secondary 
insulation space — SIS) should be maintained. Under no circumstances the tank pressure should be 
allowed to drop below atmospheric pressure although there is a certain design safety margin [7]. 
In addition, receiving terminals require tank pressure to be below predefined level for arrival. 
During normal operation, vapour pressure in the tanks is maintained approximately at a constant 
level, slightly above atmospheric. This is done in order to prevent inflow of ambient air into the 
tank, which could create an explosive atmosphere after dilution with cargo vapours. 

In general, evaporation rate of a given substance depends on the following factors: 

- value of inter-molecular forces keeping the molecules together in the liquid phase (specific 

enthalpy of vaporization of the substance); 

- temperature of evaporating substance (if temperature is higher, more molecules have 
sufficient kinetic energy to transit into the gas phase); 

- pressure of the gas phase (if the pressure is lower, evaporation rate is greater because there 
is less exertion on the surface keeping the molecules from launching themselves); 

- surface area of the liquid-gas phase interface (if larger, evaporation rate is increased 
because more molecules with sufficient kinetic energy are at the interface); 

- concentration of the evaporating substance in the atmosphere above the surface (if the 
concentration of the evaporating substance in the atmosphere is already high, evaporation 
rate is reduced; this depends largely on the flow rate of the gas phase above the surface); 

- concentration of other substances in the atmosphere above the surface (if the atmosphere is 
already saturated with other substance, evaporation rate of the substance concerned is 
decreased). 

In order to calculate daily quantity of evaporated LNG during the voyage, it is necessary to 
precisely know LNG composition, its physical properties (especially specific enthalpy 
of vaporization and specific heat capacity at different temperatures), vapour pressure in the ullage 
space, hydrometeorological conditions (especially water and air temperatures, sea state and 
atmospheric pressure) and technical parameters of the cargo tanks, especially heat transfer 
coefficients of their insulation layers. 

Tab. 1 presents a list of selected insulation materials used in the construction of cargo 
containment systems on LNG carriers together with their approximate (coefficients of) thermal 
conductivity in 10 °C. 


! i.e. in spaces between primary and secondary safety barrier of the cargo containment system. 
? i.e. in spaces between secondary safety barrier and the outer wall of the cargo containment system. 
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Tab. 1. (Coefficients of) thermal conductivity of typical insulation materials used in the construction of tanks for LNG 


storage [7] 
i Thermal conductivity in 10 °C 
Material [W/(mK)] 
1 2 
balsa wood 0.05 
mineral wool 0.03 
perlite 0.04 
polystyrene 0.036 
polyurethane 0.025 (in tight cover) 


For comparison, thermal conductivity of aluminium equals 200 W/mK, stainless steal — 12.11- 
45.0 W/mK, water — 0.6 W/mK, and air — 0.025 W/mK. 

The amount of heat that is transferring can be determined on the basis of detailed 
thermodynamic analyses of the involved processes. However, an accurate determination of BOR is 
very complex. So far there is no detailed model of the evaporation process which comprises all of 
the mentioned factors. More accurate BOR value can be calculated on the basis of a general 
evaporation model created for example by Hashemi and Wesson [1] (1971) and adapted to LNG 
boil-off study. 

Complex models have been developed to more accurately determine BOR in the course of the 
voyage which are based on empirical values of heat transfer rate calculated on the basis 
of observed boil-off rates [3, 4, 6, 8]. The results of one such simulation for gas carrier with 
cargo capacity of 150,000 m° and for the heat flux inflowing into the whole cargo containment 
system of 600 kW are shown by [3] in Fig. | and 7. 
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Fig. 1. Variation of BOR during a voyage of LNGC with cargo capacity of 150000 m [3] 
3. Estimation method of determining boil-off gas quantity during voyage 
For rough and preliminary determination of BOR, it can be assumed that physical properties 
of LNG correspond to those of pure methane. Knowing heat transfer rate in given conditions and 


enthalpy of vaporization in the boiling temperature for methane (511 kJ/kg [2]), it is possible to 
estimate quantity of boiled-off LNG in a given time period. 


135 


Boil-off rate can be estimated on the basis of observations of a typical boil-off rate on 
previously built vessels. In the case of spherical tanks with a diameter of 36 m and the ambient air 
temperature of 32 °C, intensity of the heat flux penetrating the insulation is estimated at about 
20 W/m” [4]. This results in daily loss of about 0.12 % of total quantity of loaded cargo during the 
laden voyage. Typical BOR values for various types of cargo containment system are given 
in Tab. 2. 


Tab. 2. Typical BOR values for various designs of cargo containment system [4, 8, 9] 


eT Kværner 
ś TG No. 85, GT TGE 
PR? zło Mark III No. 82, No. 96 sa HESPER type C 
y No. 88 g 
1 2 3 4 5 6 7 
0.13 - 0.15 0.35 - 0.45 
7 6 B i i 
Boil-off rate [%] (0.26 - 1995) 0.25 0.15 - 0.16 0.10 - 0.15 0.13 (0.21 - 0.23) 
Introducti Ró th <1994 1973 1965 2004 
ntroduction year (Mark I - 1971) e 
: 36% Ni aluminium fa 9% Ni steel or 
. stainless steel aluminium $ 
Material AISI 304L steel alloy or allo stainless steel 
(Invar®) | 9% Ni steel y AISI 304L 
aso anon, ayer 250 250-530 | 220-300 abt. 300 300 
thickness [mm] 


Fig. 2 shows a comparison of LNG evaporation rate on gas carriers built before and after 1980, 
according to data provided by operators/owners and for different types of tanks. 
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Fig. 2. LNG boil-off rate on carriers built before and after 1980 and for different cargo containment systems 
according to data provided by operators/owners [5] 


Quantities of LNG evaporating during single day for various cargo capacities of LNG carriers 
and for typical BOR values during laden and ballast voyage are shown in Fig. 3 and 4. 
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Fig. 4. Daily loss of LNG due to boiling-off for various ships’ cargo carrying capacities and BOR values during 
ballast voyage 


The BOR in maritime transport of LNG is commonly given as a loss expressed in percentage 
of total volume of liquid cargo arose during a single day. Typical BOR for newer LNG carriers 
ranges from 0.10 to 0.15% for laden voyage and from 0.06 to 0.10 % for ballast voyage [4, 8, 9]. 
It is worth to note that in the literature of the subject there is some inconsistency as to the choice 
of cargo quantity value to which it refers. In the majority of publications BOR refers to the loaded 
quantity of LNG (or even to a ship’s cargo capacity), however in some publications BOR is 
referred to the current volume of LNG on board. In order to illustrate the resulting differences, it is 
worth noting that in case of a ship which has been loaded with e.g. 125000.0 m° of LNG and 
assuming BOR equalling 0.15%, after 25 days of the voyage with constant daily loss of 187.5 m? 
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of LNG there will be 120313.5 m° of LNG remaining on board, whereas with changing quantity 
of BOG as a function of current volume of LNG (initially from 187.5 to eventually 180.87 m*/day) 
there will be 120395.9 m°? of LNG remaining. The difference is thus 83.41 m? of LNG, which after 
vaporization gives about 50047.6 m° of gas. The difference increases with increasing duration 
of the voyage caused by e.g. laying at anchor. Adoption of the first method of determining daily 
BOG quantity in the example above means that LNG would evaporate completely after about 667 
days, while according to second method after this time there would be still 45961.9 m° of LNG 
remaining in the tanks. It is also worth to note that BOR during the ballast voyage refers generally 
to the cargo volume loaded on board at the beginning of the laden voyage. 


4. Change of boil-off gas composition and heating value during voyage 


Components of LNG significantly differ from each other with boiling temperatures (from -196 
to +36 °C). This means that the LNG composition gradually changes in the course of the voyage, 
unless re-liquefaction is put in place, because more volatile components with lower boiling 
temperatures evaporate with greater intensity. Therefore, unloaded LNG has lower percentage 
content of nitrogen and methane (i.e. two LNG components with the lowest boiling temperatures) 
than LNG loaded, and thus higher content of ethane, propane and butane (Fig. 5). 
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Fig. 5. Change of methane and nitrogen concentration in BOG during voyage [3] 


The consequence of this phenomenon is the gradual increase of the boiling temperature and 
density of LNG during the voyage. It also affects the heating value, which is lowest in the 
beginning and gradually increases with the course of the voyage (Fig. 6). Variations of the 
thermodynamic properties and quantity of BOG in the range of 6-10% during the voyage have 
been observed [3]. Fluctuations of this order have a significant impact on the operation of the 
systems utilizing BOG, especially as a fuel supplying boilers and engines. 

Over the years, it was observed that the BOR can vary considerably from voyage to voyage, 
which may result in an unexpected necessity of venting the excess of BOG through vent risers. 
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Fig. 6. Heating value change of natural, forced and total BOG during voyage [3] 


Furthermore, the BOR decreases at the beginning of the voyage reaching minimum after a few 
days and then increases. This results from the above-described progressive change of the LNG 
composition. 

If the quantity of the natural BOG is insufficient in relation to the requirements (i.e. to achieve 
the desired propulsion system power output), a special vaporizer (LNG forcing vaporizer) 
vaporizes required quantity of LNG supplied from a cargo tank. The resultant vapours are called 
forced boil-of gas [F(-)BOG] and their composition corresponds to the composition of the supplied 
LNG. Due to the fact that heating value of natural BOG increases along with the course of the 
voyage, less and less quantities of forced BOG are required to supplement for natural BOG. 
Heating value of forced BOG remains practically the same (Fig. 7). It should be emphasized that 
forced BOG has significant effect both on the quantity and the heating value of the total BOG. 
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Fig. 7. Total volume of boil-off gas during voyage of LNG carrier with a cargo capacity of 150000 m” [3] 


5. Conclusion 


Proper determination of BOR of LNG shipped by the sea is important not only because of the 
safety aspects but also due to desirability and possibility of its utilization through burning for ship 
propulsion. 

In operational practice, BOR is determined on the basis of data obtained from the 
measurements taken on board. In such a case it is essential to accurately measure quantity 
of loaded and unloaded liquid cargo constituting the basis for further calculations. 
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Throughout the voyage BOR as well as vapour composition and thus its heating value change. 
This fact should be taken into account in the designing process of a propulsion system which 
utilizes BOG as a fuel. 
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Abstract 


Heat inflow to a cargo of liquefied natural gas (LNG) from the surroundings causes generation of vapours called 
boil-off gas (BOG) and thus an increase of a vapour pressure in cargo tanks. The paper discusses selected issues 
related to handling of boil-off gas on LNG carriers. Presented are general conditions permitting vapour pressure 
increase during the voyage, conditions enabling its venting and burning in gas combustion units (GCU, thermal 
oxidizers). Particular attention is given to BOG utilization as a fuel in steam or gas turbines or reciprocating engines. 
Presented are general comments on selection criteria for choosing a solution of LNG carrier propulsion system. 
Attention is drawn to an increase of possibilities of heat recovery from exhaust gas from Diesel engines and gas 
turbines. This is due to a lowering of exhaust gas dew point temperature thus deeper cooling of the exhaust gas in 
exhaust gas boilers is possible. This enables production of larger quantities of steam which can be directed to 
auxiliary steam turbine and as a result increasing the efficiency of the ship 's energy system. The paper also addresses 
the specifics of fuel installation operation on ships utilizing LNG vapours as a fuel. 


Keywords: engine room, LNG carrier, boil-off gas, gas burning, exhaust gas heat recovery 
1. Introduction 


An evaporation of liquefied natural gas (LNG) during transport resulting from heat inflow from 
the surroundings causes an increase of the vapour pressure in the cargo tanks. In the case of gas 
carriers transporting fully refrigerated or semi-pressurized cargoes, it is necessary to maintain strict 
control of LNG temperature and vapour pressure throughout the voyage. The most straightforward 
way of coping with generated vapours, called boil-off gas (BOG), is to accept pressure rise within 
cargo tanks. Under certain conditions it is also possible to vent an excess of BOG to the 
atmosphere or to burn it in a gas combustion unit (GCU, called also thermal oxidizer), but this is 
obviously loss of cargo. Common practice is to utilize BOG as a fuel for ship's engines and 
several years ago, in the case of the largest LNG carriers transporting cargo over long distances, 
re-liquefaction has been put in place. 
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2. Conditions permitting vapour pressure increase during voyage 


An acceptance of vapour pressure increase inside cargo tanks is possible provided that the 
increased pressure can be accepted by the receiving terminal. Such a solution is sometimes used in 
the case of small distribution terminals which utilize pressure tanks for LNG storage. Minimal 
design pressure of such tanks ranges form 0.371 to 0.400 MPa, depending on the material used in 
their construction. Spherical tanks of Kværner Moss Rosenberg system are able to withstand 
pressure of abt. 0.9 MPa [11], however, their maximal allowed operational pressure equals 125 
or 170 kPa. 

Fig. 1 shows the results of a simulation of vapour pressure increase caused by vapours 
accumulation in closed type C tank fabricated from nickel steel (9% Ni) or stainless steel (AISI 
304L). 
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Fig. 1. Results off simulation of vapour pressure increase in closed type C tank caused by LNG evaporation [12] 


The results indicate that during the first ten days tank pressure will increase only by less than 
0.05 MPa (0.5 bar) and the design pressure of the tank fabricated from AISI 304L [i.e. 0.371 MPa 
(2.71 bar g)] will be reached in 41“ day of the voyage. 

In the case of short voyages on ships equipped with pressure tanks there is no need to install 
additional equipment to cope with the BOG excess. For example two very small LNG carriers with 
cargo capacity of 2500 m° engaged in coastal shipping in Japan are not equipped with any BOG 
handling system [2, 7]. Another two vessels are operating in coastal waters off Norway. 


3. Venting of boil-off gas to the atmosphere or burning in the gas combustion unit 


In order to maintain the pressure on required level, BOG can be vented to the atmosphere 
or burnt. The decision to choose the appropriate method depends on many primarily economical 
and legal factors. For example some regulations may prohibit venting or burning BOG in certain 
areas. In most areas in the vicinity of ports and within ports venting of toxic or flammable cargo 
vapours is in fact prohibited. 

Notwithstanding the regulations, in good operational practice venting to the atmosphere should 
be avoided as far as possible. Under no circumstances venting should take place on territorial 
waters. However, if this is necessary, venting should be carried out with due regard to safety. 
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In such a case it is essential to enable quick dispersion and dilution of outgoing vapours so their 
concentration in the atmosphere drops below lower flammable limit. 

The temperature of the vented vapours is lower than the dew point temperature of the ambient 
air (Fig. 2). This leads to the formation of clouds of condensed water vapour, which is heavier than 
air, while the cargo vapours might be lighter [5]. As a result there may be difficulty in determining 
the direction of movement of cargo vapours escaping the vent mast. If the vapour temperature 
would be lower than abt. -110 °C, vapours after leaving the vent would descend and at certain 
relative wind velocity vector could accumulate on ship’s deck and flow into ventilation openings 
of superstructures. Thus, at low relative wind speed, venting operation might have to be ceased. 
Furthermore, air turbulences may promote formation of vapour pockets on the leeward side of the 
superstructures. In this case, in order to facilitate vapours dispersion, a course or speed alteration 
may be required. Normally LNG carriers are fitted with a heater to warm up vented BOG thus 
decreasing its density which facilitates quicker dispersion after leaving the vent outlet. 
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Fig. 2. Dew point temperature of atmospheric air 


According to a safety management system (required by ISM Code’) of one of the shipowners 
venting is permitted only during daytime, when relative wind speed exceeds 10 m/s, visibility is 
good, and there is no traffic in the vicinity. All the ventilation fans within gas hazardous zones 
shall be constantly turned on in order to disperse any potential vapour pockets. In any case when 
cargo vapours may be present on deck, air conditioning system should be switched in 
re-circulation mode. Venting should be discontinued for the time of electrical storms. Furthermore, 
during venting operation no work should be carried out on deck which could create a spark, i.e. 
rust removal, hammering or use of power tools [5]. 

If the increase of the vapour pressure is unacceptable, an excess of the BOG may be burnt in 
specially provided device — gas combustion unit [GCU, also called thermal oxidizer or 
combustor]. Although it is a total waste of potential fuel, such a solution may turn out to be 
economically justified, particularly for short passages. To improve the economics, part of the BOG 


! International Standard for the Safe Management and Operation of Ships and for Pollution Prevention. 
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may be utilized for example in oil heaters for heating purposes and above all, LNG vapours may 
be used as a fuel for main and auxiliary ship’s propulsion systems. 


4. Utilization of boil-off gas as a fuel 


An important factor influencing authorization of use of BOG as a fuel is fact that it consist 
mainly of methane and thus is lighter than air in ambient temperature. This enables safe handling 
of BOG because in the case of a leakage in the engine room, BOG can escape through ventilation 
openings outside the engine room and is not going to accumulate on its bottom. Therefore, LNG or 
more precisely its vapours are the only cargo permitted by IMO to be used as a fuel on board ships 
[2]. 

Traditionally on the great majority of LNG carriers BOG has been burnt in boilers in order to 
produce steam supplying a turbine. For over 50 years steam turbine has been, with a few 
exceptions, the sole means of propulsion on LNG carriers. Due to the simplicity of burning BOG 
in boilers and high reliability of steam turbine propulsion, this solution were maintaining its 
unwavering position, which in other sectors of shipping has long been lost to motor propulsion. 
Gradual loss of the primacy of this propulsion solution over other solutions on LNG carriers is 
a result of its relatively low energy efficiency, which translates into a negative impact on operating 
costs. This factor plays an increasingly important role in today's shipping, particularly in the LNG 
sector. It should be noted that the cargo capacity of LNG carriers since about a decade has been 
increasing. In the recent years cargo capacities of these vessels increased from 145000 
to 266000 m? together with the increase of shipping distances. This is related to economies 
of scale - an increase of cargo quantity shipped at a time allowed to lower unit transport costs. 
Also a price of natural gas has risen significantly. These circumstances led to a need to verify the 
design and technical solutions applied on this type of ships. 

An attractive alternative to steam turbine propulsion must be at least comparable in terms 
of reliability and safety. Additionally, it must be superior in terms of energy efficiency and be less 
burdensome for the environment. Fig. 3 presents available power and efficiency ranges for various 
propulsion system solutions for LNG carriers. 


[%] LNG carrier 


Low speed diese! engine 


Steam turbine 


1 10 50 
Capacity [MW] 


Fig. 3. Power and efjciency ranges for various propulsion systems of LNG carriers [8] 
As an alternative to steam turbines on board LNG carriers, several years ago Diesel-electric 
propulsion system with medium speed dual-fuel engines as well as low speed Diesel engines 


together with BOG re-liquefaction plant were introduced. In total they already cover over a half 
of shipbuilding orders in the LNG sector. Two other solutions — low-speed dual-fuel Diesel engine 
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and gas turbine are making their way to the commercial application. Also a new generation 
of steam turbines improved their competitiveness through an increase of the efficiency thanks to 
the introduction of inter-stage steam superheating. Furthermore, after the successful debut 
of Diesel-electric propulsion system, gas turbine electric system gained on the interest. 


5. Factors influencing decision about selecting propulsion system solution for LNG carrier 


A decision concerning selection of propulsion system type of LNG carriers is not simple. 
One of the reasons for the particular complexity of the problem is an intention for the most useful 
BOG utilization within ship’s propulsion system and system producing electric power, which is in 
high demand on board LNG carriers due to the presence of electric-powered cargo pumps. Another 
reason is complex evaluation of the economic efficiency of possible solutions, which takes into 
account both capital expenditures and operating costs to be incurred in the lifetime of the ship. 
It is important to bear in mind the diversity of conditions in which the ship's energy system is 
going to be operated. Most of the LNG carriers before the construction begins are already assigned 
to a particular transport project with a specified sailing route. Therefore the differences in traffic 
intensity, length of passages, typical sea and air temperatures and forecasted sea states etc. should 
be taken into account. Selection of a given solution should be preceded by an analysis of the 
potential system taking into account uncertainty factor with due regard to the design cargo 
capacity, voyage conditions and environment protection regulations of countries and ports of call 
as well as other specific technical requirements. The propulsion systems of LNG carriers are 
closely connected with BOG handling method. It is therefore reasonable that the considerations 
regarding the selection of a type of propulsion system cover also a method 
of electric power generation and BOG handling. An analysis of possible propulsion systems 
solutions of LNG carriers has been presented i.a. in [1]. 

One of the criteria used for classification of propulsion systems of LNG carriers is the adopted 
method of BOG treatment/handling. The main division is dependent on whether the BOG is 
recovered through re-liquefaction or utilized as a fuel. In the latter case it can be burnt 
simultaneously with fuel oil in dual-fuel systems or separately (Fig. 4). At the same time apart 
from the natural (i.e. naturally evaporated) BOG, in order to achieve the required power output 
there is usually a need to force a vaporization (in a dedicated vaporizer) and then burn 
an additional amount of LNG (so called forced BOG). Studies carried out by several authors have 
shown that forcing vaporization may be economically justified [4, 6, 9]. The forced BOG is less 
expensive than conventional liquid fuels (Fig. 5). 
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Fig. 4. Classification of LNG carrier propulsion systems in terms of BOG utilization [based on 3] 
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Moreover the LNG from which BOG is generated is lighter than oil, so the weight of required 
bunker fuel is reduced which enables to carry more cargo at the same displacement [9]. In the case 
of a gas turbine propulsion volume of the machinery space is also reduced. 
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Fig. 5. Price of fuel types used on LNG carriers in years 2000-20008 [6] 


The use of only natural and forced BOG as a fuel is characterised by exceptionally low 
emission of harmful exhaust gases (according to Wärtsilä the reduction is 10-fold compared to the 
amount of emissions from low-speed Diesel engines fuelled by liquid fuel [9]. In the open sea 
BOG may constitute main fuel, although it is required to supply also some amount of fuel oil as 
a pilot fuel. In the case of chartered voyages the way of BOG handling/utilization and fuel usage is 
usually defined by the charterer. 

It should be noted that the use of natural gas as a fuel, particularly in Diesel engine or gas- 
turbine propulsion, offers great opportunities of exhaust gas heat utilization. A significant 
limitation of heat recovery capabilities in ships’ energy systems utilizing especially heavy fuel oils 
with relatively high sulphur content is high dew point temperature of exhaust gases. Its average 
value in ships’ conditions is shown on Fig. 6. 
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Fig. 6. Dependence of the approximate exhaust gas dew point temperature on fuel’s sulphur content [10] 
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In the case of combustion of natural gas having trace sulphur content, dew point temperature is 
close to the values shown on Fig. 2. This enables fitting of condensing boilers as it is in the case 
of land-based heating systems. Theoretically, it becomes possible to increase twice heat utilization 
of exhaust gas stream. In many cases, despite having to solve additional technical problems, it may 
be economically justified to apply steam turbogenerator, thanks to which the energy system’s 
efficiency will increase and the emission of toxic compounds from auxiliary engines will reduce. 


6. Specifics of fuel installation 


The presence of high-pressure gas in a machinery space constitutes major technological 
challenge and serious safety hazard. According to newly developed provisions of American 
Bureau of Shipping (ABS), in the case of a gas leakage within machinery space, an alarm shall 
activate if gas concentration will reach 30% of lower explosive limit (LEL) and propulsion system 
shall turn off if concentration will reach 60% of LEL [9]. The criteria are even more rigorous in 
the case of a gas turbine — the alarm shall activate at 5% of LEL with simultaneous switching to 
liquid fuel mode and at 10% of LEL the machinery space shall be closed down. In order to prevent 
gas leakage, in the case of DFDE (medium speed Dual Fuel Diesel Electric) and DFDM 
(low-speed Dual-Fuel Diesel Mechanical) propulsion systems, fuel supply installation shall be 
fitted with double-walled pipes. 

Gas fuelled engines can be operated by engineers with ordinary Diesel engines experience who 
have undergone additional training [8]. 

In order to ensure stable gas supply of Diesel generator sets on ships with electric power 
transmission in normal operating conditions at sea, natural BOG is sent to the sets by means 
of a compressor through a gas heater. The flow rate is controlled by appropriate adjustment of the 
compressor’s capacity. If for some reason the BOG cannot be used by generator sets’ engines 
or if the available BOG quantity exceeds the demand, the excess of BOG may be burnt in GCU. 

Normally BOG before sending to the engine room is heated and compressed to the required 
pressure dependant on the working parameters of the fuel supply system, sometimes it is also 
odorized. Higher gas temperature promotes better combustion conditions and in the case of a gas 
leakage gas can escape from the engine room more quickly. Moreover warmed gas may be 
transported in pipelines which do not have to be made of special steel resistant to low temperature. 

The absolute pressure in the cargo tanks’ ullage space equals at least 111 kPa and is generally 
sufficient to ensure its stable free flow from cargo tanks’ gas domes to demister (mist separator) 
and then to (turned off) compressor(s) followed by boil-off warm up heater and through main 
control valve (also called master fuel gas valve) to the boilers’ burners in the engine room [10]. 
In the case of too low tank pressure, low-duty compressor can be turned on to facilitate stable flow 
rate. During the voyage, in order to take full advantage of the available BOG quantity and to 
relieve the boilers, BOG demand should be controlled by speed alterations of the ship. If the BOG 
quantity is insufficient, special pumps pump required amount of LNG to the vaporizer, where it is 
turned into BOG and then directed to the demister and warm up heater and finally to the boilers. 
The whole operation of the forced LNG vaporization installation is automatic. 


7. Conclusion 


The specificity of gas carriers is the increase of vapour pressure in cargo tanks caused by heat 
transfer from the surroundings into the cargo. There are various techniques used to cope with 
generated BOG. In the case of large carriers transporting LNG over long distances, 
if re-liquefaction in not put in place, BOG except being vented (what often may be prohibited) 
may be burnt in the boilers or combustion engines. In the latter case noteworthy is the possibility 
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of better exhaust gas heat recovery by on-board waste energy utilization systems, what combined 
with lower price and weight of LNG reduces transport costs. 
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Abstract 


During their stay in harbours the ships generate the electric energy for their needs most frequently by ship’s 
power plant through Diesel generating sets. In many ports, however, there is also a possibility to supply the ship with 
electric power by use of the shore power connection. Using such sources in some cases may contribute to reduce the 
emissions of toxic compounds. This article presents the results of the comparative analysis of the emission levels in 
both cases of electric supply basing on the measurements conducted on two ferries and Dolna Odra power plant 
nearby Szczecin. 


Key words: ship’s power plant, environment protection, emission of toxic compounds, power plant 
1. Introduction 


The implementation of the Emission Control Areas (ECA) as well as the requirements for the 
reduction of the emission of toxic compounds in ports, both constitute one of the major challenges 
for the navigation [4]. Since 1.01.2011 the International Maritime Organisation (IMO) regulations 
determine the new limit for the NO, emission(standard Tier II), whereas for 2016 they predict very 
strict limits in relation to the NOx emission control areas (Tier III). The permissible limits of NOx 
emission — Tier II and Tier III standards are presented in the table I below. 


Tab. 1. The permissible NO, emission limits according to MARPOL convention Annex VI [3] 


Engine rpm [min] NO, [g/kWh] emission limit 
Tier II Tier III * 
Implementation date 1.01.2011 1.01.2016 
n<130 14,4 3,4 
130 <n<2000 44-n 07) 9:n OP 
n>2000 7,7 1,96 


* applicable only to NO, emission control areas (ECA) 
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On the other hand, in relation to the sulphur oxides their permissible emission is limited by the 
introduction of the sulphur content limit in fuel. The permissible limits of the sulphur content in 
fuel in global terms as well as within the SOx emission control areas (SECA - SOx Emissions 
Control Areas), and also the dates of their implementation are presented in the table 2 below. It is 
allowed alternatively to apply, in the control areas and globally, the SO, content permanent 
reduction and monitoring in the exhaust gas, at least down to the level resulting from the 
application of fuel of the sulphur content as permitted in the given area. 


Tab. 2. The permissible sulphur contents in fuel according to MARPOL convention Annex VI [3] 


Date of the limit Sulphur content in fuel (%) 
implementation SECA Globally 
since July 2010 1,0 4,5 
2012 3,5 
2015 0,1 
2020 or 2025 0,5 


The European Union countries mostly follow IMO regulations, however, the stricter 
regulations concerning the sulphur oxide contents have come in force earlier, because already as of 
1 January 2010. They are in force within the areas of ports of the entire Community and order the 
application of fuels with sulphur content not exceeding 0.1% for the mass unit for the sea-going 
and inland navigation vessels during their stay in harbour. In terms of the regulations the ship 
staying in port is the ship that is safely moored or at anchor in port during its cargo handling 
operations as well as during the operations not related with the cargo itself. The regulations cover 
also the period of the ship’s stay in the shipyard, both alongside and during dry-docking. Meeting 
of the requirements is not obligatory while manoeuvring; nevertheless they should be met as soon 
as possible after calling-in the port as well as the latest prior to the departure from the port. 

In the effect of these restrictions in the shipbuilding industry there appeared various concepts 
of the solutions and arrangements aiming to reduce the emissions. One of the possibilities is the 
use of the shore power. This alternative makes one consider a question what the actual effect on 
the environment is. The problem takes a special significance in case of power engineering of the 
country like Poland which is based on coal. 


2. The Determination of the Emissions from a Ships Supplied by Their Own Power Plant 
Whilst in Port 


In order to get an answer to the question asked in the introduction and for the purpose of the 
evaluation of toxic compound emissions from the ship staying in port a simplified analysis has 
been made basing on the example of two passenger-car ferries. These are more than twenty years 
old vessels owned by Żegluga Polska SA and operated by UNITY LINE. Their basic data are 
presented in the table 3 below. In both cases for the electric power generation there are used the 
ship’s power plants consisting of Diesel generating sets. 

The choice of these two vessels which are ferries for the purpose of the analysis is subject to the 
special characteristics of their operation. Since they are the ships calling-in cyclically and in 
strictly determined periods of time to the same ports (repeatability of exploitation states ), they 
provide very good material for research [5]. 

The estimation of the amounts of the emission during ship’s stay in port has been made on the 
basis of the measurement readouts of fuel consumption and the load of the generating sets. The 
measurements have been made while the ships were moored at the terminal during the unloading 
and loading operations. The time of measurements taking may theoretically coincide with and 
overlap the period when the given vessel could have used the shore power. 
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The estimation of the emission amounts of the individual toxic compounds which are harmful 
for the environment during ship’s stay in port has been made in two manners. The first manner 
allows to estimate the composition of the humid exhaust gas obtained in the effect of burning of 


stechiometric one kilogram of fuel. 


Tab. 3. Technical data and operation measurements during port operations for the ferries Gryf and Wolin [2, 9] 


Item Ship’s parameters Unit Technical data 
1 Ferry name - Gryf Wolin 
2 Year built - 1990 1986 
3 Type - RO - PAX COMBI 
4 Register size GT 18653 22874 
5 Length o a m 157,90 188,90 
6 Breadth m 24,00 23,10 
7 Draught m 5,90 5,90 
8 Maximum speed w 17 18 
9 Service speed w 16 - 
10 | Passsengers - 180 370 
11 Vehicle lanes length m 1880 1720 
N . Mitsubishi Wärtsilä — Sulzer 
12 | Auxiliary engine type - S6R2 MPTK 6R 32 BC 
13 | Auxiliary engine power output kW 610 2045 
LEROY SOMER 
14 | Generator type - LSA 49 LO WAB 800 F8W 
15 Generator power output kVA 700 2430 
16 Average fuel consumption by the generating kg/h 77,65 165 
sets while in port 
17 | Average load of generating sets while in port | kW 350 650 


To calculate the mass emission of carbon dioxide (CO2) and sulphur dioxide (SOz) for the unit 
of mass of the burnt fuel the following relations have been applied [1]: 


O 
Mco, = 3,6744-C, + 0,002 -S , + 0,0015 fa, a he! ka] (1) 


Mso, =1,9979- S , [kgkgy,,] (2) 


where: 


C, — mass fraction of carbon in fuel, 
Sp — mass fraction of sulphur in fuel, 
H, — mass fraction of hydrogen in fuel, 
O, — mass fraction of oxygen in fuel. 


In the latter manner for the emission determination there have been used emission coefficients 
of the individual compounds contained in the exhaust gas, prepared for medium-speed engines by 
Lloyd's Register of Shipping which are presented in the table 4 below. 

For the further analysis there have been used the larger figures amongst those obtained for the 
individual compound emissions. 
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The amounts of the solids emission from the medium-speed engines has been assumed basing 
on the references/literature as the constant and brought down to soot emission [7]. 

Such simplified approach has been adopted in view of the missing detailed research concerning 
the emission of compounds contained in the exhaust gas for the engines used for the chosen ships. 


Tab. 4. Coefficients of emission for the calculation of the exhaust gas component emission indices 


Emission coefficients for medium-speed engine 


Item | Compound 
p [kg/Mg], [g/kgrual 


1 CO; 3250 
2 SO, 21'S 
3 NO, 59 
4 CO 8 


where: 
S — sulphur percentage fraction in fuel 

Basing on the measurement data of the average power consumption during stay in port and the 
fuel consumed at the same time the unit emission for each vessel has been determined according to 


the relation (3). 


(3) 


where: 

M — mass emission of a compound, g/kgruel, 

G — hourly fuel consumption during stay in port, kg/h, 
N — ship’s power plant load, kW. 


The composition of the ship’s fuel assumed for the analysis is shown in table 5 below. 


Tab. 5. Percentage and mass composition of fuel assumed for calculation [6, 8] 


Item Fuel component C H, O; N: S A! Ww 
1 Percentage fraction [%] | 85,4 12,3 1,0 0,5 0,1 0,1 0,6 
2 Mass fraction [m/m] 0,854 | 0,123 | 0,010 | 0,005 | 0,001 | 0,001 | 0,006 


T 
ash; 
2 water 


3. The Evaluation of the Emissions Change While the Ship is Supplied from the Shore 
Power Network 


The change of the emission amount upon replacing the ship’s power plant by the electric power 
from the shore has been determined by the comparison of the unit emissions from both these 
sources. For the comparison there has been assumed the calculated unit emission for the ship’s 
power plants of both ships and the emission and generation data of 2009 from the coal-based shore 
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power plant, Dolna Odra, included in the complex the Power Plants Dolna Odra owned by PGE 
[Polish Power Engineering Group] [10]. The results obtained are shown in the table 6 below. 


Tab. 6. The specification of unit emission from various sources generating the electric power 


Compound Unit emission [g/kWh] 
Ferry Gryf Ferry Wolin Dolna Odra 
Power Plant 
CO; 721,036 825,000 866,929 
SO, 0,466 0,533 1,221 
NO, 13,089 14,977 1,625 
CO 1,775 2,031 0,086 
Solids 0,050 0,050 0,097 


The data presented in table 6 suggest that there is a significant variation of the amounts of 
emission in relation to the power generation manner for the ship. On the other hand, the emission 
level of all compounds from the power plants of both ships is very close. The substitution of the 
ship’s power plant by the shore power provides better results in the reduction of nitrogen oxides 
and carbon oxide. In favour of the ship’s power plant application there is the low emission of 
sulphur dioxide as well as the smaller emission of carbon dioxide, in particular in case of Gryf 
ferry. 

The comparison of emission amounts suggests that the connection of the ship to the shore 
power is not necessarily favourable for such solution. This is caused inter alia by the very low 
limit of the permissible sulphur content in fuels to be used during ship’s stay in port. The carbon 
oxide emission is, on the other hand, definitely less in case of shore power connection. Dolna Odra 
Power Plant demonstrates the minor emission of this compound whereas the emission from 
engines of both generating sets oscillate within 1.7 — 2.0 g/kWh. The case is similar with nitrogen 
oxide emissions, in comparison with Gryf ferry the shore power plant under consideration displays 
the reduction by more than 11 g/kWh and more than 13 g/kWh in relation to Wolin ferry which 
corresponds to the reduction by 87.6% and 89.1%, respectively. As far as the solids are concerned 
the comparison is in favour of the ship’s power plant, but these are not the reliable factors since for 
the ship’s engines only soot emission has been considered whilst the remaining solid components 
have been omitted. 


4. Summary 


The analysis conducted fails to provide the explicit answer as to the justifiability of the change 
of the power source for the ship staying in port in terms of pollution reduction in a country like 
Poland. The production of the electric power, both in ship’s power plant and shore power plant is 
burdened with the emission of the toxic compounds. For the objective evaluation of this solution 
the harmfulness and noxiousness of the individual compounds for the environment should be 
carefully studied and assigned the appropriate significance degrees. However the cost should be 
considered. 

It could be assumed that the comparison of the emission amount from each and every 
conventional shore power plant based on coal with the ship’s power plant based on Diesel 
generating sets supplied with low-sulphur fuel would produce similar results. Better effects would 
be likely to obtain, if the power plant used pure coal technologies such as fluidised bed burning or 
sequestration of carbon dioxide. 
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Connection of the ship to the shore power is nevertheless most recommendable in the ports of 
the countries using the large degree of nuclear power engineering and the renewable power 
sources. 
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Abstract 


The following article characterizes thermal operation in piston-connecting rod system of combustion engines in 
an energetic aspect, with regard to oil temperature in its bearings. It has been proposed to use, among others, oil 
temperature in slide bearings of piston-connecting rod system in combustion engines as symptom of thermal operation 
correctness. It results from energy exchange with its neighborhood whish is nothing else but gases contained in the 
combustion chamber and the elements of the piston-connecting rod system of combustion engines. This energy 
originates from chemical energy transformation of fuel into a thermal one and from friction in movable elements in 
the piston-connecting rod system of the engine. Special attention was also paid to the fact that the utilization of oil 
temperature as a symptom requires the knowledge of layer thickness changes, hydrodynamic pressure in the oil film 
and the load of the slide bearing. 


Key words: oil temperature in slide bearing, thermal operation of piston-connecting rod system in combustion 
engines, work conditions of slide bearings 


1. Introduction 


Thermal performance of the piston-connecting rod system in combustion engines originates 
from energy exchange with its neighborhood. This exchange takes place in the form of work and 
heat. The size of such exchange can be determined on the grounds of the energetic balance of the 
open system during fixed condition. Thermal operation of the above mentioned system is caused 
by receiving heat from the gases through the piston — bottom and the heat caused by friction of 
cooperating elements whose surfaces are in direct contact. Such operation is not much desired and 
by means of adequate constructions, prevented but impossible to eliminate completely, which 
results from the second principle of thermodynamics [4,6]. 

Friction force between guiding part of the piston with its rings and walls of cylinder liner 
causes formation of the heat. The quantity of emitted heat depends on: 

- piston material, rings and cylinder liner, 

- value of normal force pressing the piston against cylinder walls, 

- lubricating conditions. 

Friction between the piston and the walls of cylinder is not of smooth character and partly 

takes place depends on medium speed of the piston and this, in turn, means friction dependence 

on revolution speed of the engine. Besides, the above mentioned friction is influenced by the 
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pressure stage arising from constructional parameters of the combustion chamber. Because it 

determines the value of the pressure in the chamber [5]. 

Temperature of the gases in combustion chamber is one of the symptoms of thermal operation 
correctness. The second symptom is the temperature of the piston surface which in the case of the 
seizure increases excessively. The temperature of oil in the bearings of connecting rod system is 
another symptom. 

Dynamic load of the bearings in piston-connecting rod system of the engine decides that only 
smooth friction in the bearings secures their durable and reliable work. 

The hydrodynamic lift which develops in the oil film results from the oil wedge and the effect 
of squeezing oil out of the slot which tears off the pin from the bearing bush. In bearings working 
in rotary motion, the main role is played by the oil wedge contracting in the form of a slot around 
the pin [1,2,7]. 

When the slide bearing is working, hydrodynamic lift of the oil layer depends on the relative 
motion speed of the pin and the bearing bush. It means that at small speed of this motion, pressure 
generated in the oil layer is not able to equalize outside load which brings about disappearance of 
fluid friction. Such short- lived situations take place during starting of the engine. Long-lasting 
disappearance of fluid friction in the slide-bearing leads to a loss of the thermal balance, which 
causes an increase of temperature and, as a consequence, its destruction by seizing [2,7]. 

Bearing averages of piston-connecting rod system i.e.( crosshead, connecting rod and the main 
ones) constitute about 45% of general number of averages in an engine. Analysis of bearing 
averages, given by Koztowiecki [2] indicates, that the main reason of these averages are 
exploitation mistakes, caused by the change of their work conditions. 

Reliability evaluation of movable slide bearings loaded dynamically is carried out on the 
grounds of the courses: 

- loading, 

- thickness change of oil film, 

- hydrodynamic pressure in oil film, 

- medium temperature of oil film [7]. 


2. Work conditions of slide bearings in piston-connecting rod system of combustion engine 


Interaction dependence between parameters characterizing work condition of the bearings, do 
not concern only mass forces loading and combustion pressure. They have to take into account the 
following conditions: 

- engine operation as a whole, 

- its technical state, 

- the way of exploitation. 

In bearings loaded dynamically, thermal flux caused by friction and carried away from slide 

surfaces is the function: 

- variable loading in course of time, 

- variable of the effective angle speed of the pin, 

- intensity of oil flow through the bearing, 

- piston of the pin middle in relation to the bearing bush. 

It is the reason why thermal condition of the bearing is estimated on the grounds of mean 
temperature of the oil film or mean temperature of oil flowing from the oil slot [2,7]. 
Determination of thermal balance of the bearing follows after definite time, which is the reason 
why mean values of thermal streams calculated for variable loads and positions of the pin middle 
in the bearing bush, are put into the equation of thermal balance. 
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Periodical changes of relative eccentricity “£” in dynamically loaded bearings of the piston- 
connecting rod system of combustion engines, cause periodical changes of the oil intensity flow 
[2]. 

High temperature of the inside of crankshaft casing allows to omit taking up the heat by the 
bearing body to the neighborhood as a result of convection. It accounts for analyzing work 
condition of the bearings as adiabatic. It means that heat generated in the bearing as a result of 
friction, and being developed by cutting down oil layers, is carried away by lubricating oil [7]. 


3. Oil temperature in slide bearings of piston-connecting rod system as correctness 
symptom of their thermal operation 


Transfer of thermal energy in lubricating slot of the bearing takes place by means of 
mechanical work by cutting down of oil layers and is described by the equation of energy (1). This 
equation results from the law of energy conservation in fixed conditions of bearing work. It 
presents volume energy balance of oil element under balance screen. Internal element of oil is 
delivered to the element volume and then carried away by means of convection and mechanical 
work carried out by the surface stresses and mass forces of oil time unit. After taking into account 
the equation of flow continuity and Navier-Stokes and omission of mass forces, the equation of 
energy in the case of adiabatic model of the bearing, can be written down in the following way: 


eu, a p-c-w, Han |(%) (0) | a 
p Śr ax p Śr © 7 ôy a ôy 7 


p [kg/m*] — oil density, 

c [J/kgK] — specific heat of oil, 

usr [m/s] — average tangential velocity of oil, 
Ws [m/s] — average axial speed of oil, 

t [°C] — temperature of oil. 


where: 


The equation (1) in transverse calculations of slide bearings, as given by J. Kicinski in work [1], 
can be still more simplified, omitting convection in the axial direction of the bearing of (the axis 


z), i.e. acceptance of constant temperature along the breadth of the bearing (= = o] Fig.l 
z 


46,39 


presents coordinate system “z” and designation of oil flow speed and the way of dimensioning of 
the oil wedge in a cylindrical slide bearing. 


y= & 
Re 
Y= & 
h 
Z= Hz. 
É 


Fig.l. Dimensioning of cylindrical bearing [1,2]; a) coordinate system with designated speeds of grease flow, b) the 
way of dimensioning of grease wedge 
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The equation (1) can be presented in no dimensional form, assuming that Ę = o) in the 


following way: 


2 2 
U, OT _ ud ðU (Z) (2) 
“OF H°|\ OY), \ OY J, 
or 

AND | 
Ov U, 

where: 

(3) 
T=p:c: R -t - no dimensional temperature of lube oil, 


‘Oo 
H=(1+ 00 — no dimensional thickness of the oil slot, 
M == eS) no dimensional dynamical viscosity of oil, 
t= ae => no = 0,08 [Pa's], 
a , z | > sw ; ~ j cc — e 4 © 


0 


> 


(5]- ratio of bearing breadth to its diameter, 


Simplified differential equation of energy (formula 2) of adiabatic model of cylindrical slide 
bearing can be solved by means of the following differential expression: 


oT = Taik =I; 
oY Jey AY 


or Try = Tp ŁAŁ: >o (3) 


i 
sr 


where: 


Tix — no dimensional assumed temperature of oil on the inlet to the bearing, 
Y= (i - 1) - AY — circumferential coordinate of oil slot, 

i=1,2,3.. 
K=12;,32, 
Pie, “Pi = AV = 1 [rad]. 


l- respective temperature nodes, 


Parallelism of the pin and the bearing bush axis has been assumed in the adiabatic cylindrical 
slide bearing, that is, simmetricalness of pressure schedule in the axial direction. It allows to carry 
out calculations only up to the half of bearing breadth and multiply by two, receiving temperature 
for the whole breadth. 
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Assuming the slide surfaces are not deformed, the shape of the oil slot, will be the function 
only of the circumferential coordinate Y, i.e. H = H(YP). 

Next, assuming constant temperature in the axial direction of the bearing, that is, temperature 
variability T = T(¥) and viscosity M = M(Y) only in circumferential direction ¥ we can obtain the 
expression: 


1 
Ta =T, +A¥ -O(Y, ) —_. 4 
i+1,k i,k ( ) SACZ) ( ) 
where: 
4 i 5 MA, 
o) (5) enoarm 008 46-+2-6-sin! ¥,) p£ 0,045(7;-7, s 
45 D (1+ e-cosY,) (1+ e-cosY,) 
AK (l+e-cost,)* ’ 
2 . 
U, -L p. g?) {5 „cos Y, R A i 
1g D (1+ ¢-cos ¥,) 2 


The expression (4) is a numerical algorithm which allows to determine oil temperature in every 
point of lube slot circumference at well known pressure schedule in the adiabatic cylindrical slide 
bearing. 

Fig.2 and 3 present temperature schedule in the oil slot on the circumference of the adiabatic 
slide bearing model, determined by means of numerical algorithm (formula4). 
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Fig.2. Changes of oil temperature along the circumference of lube slot in the presence of given values of relative 
eccentricity “e” and the bearing breadth ratio to its diameter (L/D) 


It follows from the diagrams that elementary volume of the oil flowing into the slide bearing 
will have, immediately after entering the bearing , a little higher temperature than before flowing 
into it. On the other hand, when leaving the bearing, the temperature of the elementary volume, 
violently increases. 
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It is caused by continual delivery of heat when flowing through the oil slot and undergoing 
the process of oil layers being cut down. It causes a violent increase of oil temperature on the 
outlet from the bearing. 

Non linear increase of outlet oil temperature from the bearing depends firmly on an increase of 
its relative eccentricity and on the ratio of the bearing breadth to its diameter. 

It follows from fig.3 that the least increase of oil temperature along the circumference of the 
oil slot, is obtained, in the presence of, relative eccentricity “e = 0,71”, which is, in accordance 
with the information, given in work [2]. 
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Fig.3. Changes of oil temperatures along the circumference of the lube slot in the presence of different relative 
eccentricity “e” and the bearing breadth ratio to its diameter (L/D) 


Temperature of oil is the sum of mean temperature and its fluctuation which can be described 
by trigonometric function. Mean temperature for the accepted adiabatic model of crosswise slide 
bearing can be determined on the grounds of the equation of energy balance and fluctuation 
parameters from experimental research. In the following way one can obtain a formula for oil 
temperature changes of the oil flowing through the lube slot in the function of time: 


t(r)=y-T +At-sink-a-r, (5) 


where: 


t[s] — determination time of oil temperature when the oil flows through the lube slot of slide 
bearing, 
At[°C] — amplitude of oil temperature changes, 
y B =1 — dimensional coefficient of temperature signal intensification, 
s 
k[-] — multiple of fluctuation period of oil temperature, flowing through the bearing. 


Fig.4 presents temperature changes of oil flowing through lube slot of crosswise slide bearing 
in function of time at its fluctuations of identical frequency and different amplitude. Amplitude of 
temperature fluctuation can be caused by short duration contact of the pin and bearing bush, 
causing its wear down. As a result one can observe intensive emission of heat in the slide bearing, 
collected by oil, which causes an increase of its temperature. After the pin separation from the 
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bearing bush, the amount of heat, collected by oil, decreases and its temperature drops. The time of 
bearing bush and the pin contact is proportional to the amplitudes value of oil temperature 
changes. On the other hand, the frequency of oil temperature changes, depends on the rotational 
speed of the pin in the bearing. 
Particularly dangerous are maximal values of oil temperature for example, over 80 [°C]. They 
can cause bearing seizure. 
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Fig.4. Temperature changes of oil flowing through the lube slot of crosswise slide bearing, caused by disturbances of 
different amplitudes and identical frequency in time function 


Temperature of oil flowing from the slide bearing is a diagnostic symptom of its condition. If it 
exceeds critical value, then we observe, destruction of lubrication film, which is a symptom of the 
slide bearing seizing, according to temperature criterion by H.Blak [3,7]. According to 
Matwiejewski [3] critical temperature of lubrication oil which causes distinctive destruction, is 
within the range of 150 — 180 [°C]. Permissible temperature increase of oil flowing through the 
bearing, which does not disturb the oil wedge, finds its place within the range of 3 27 [°C]. 


4. Recapitulation 


On the grounds of the analysis determining work conditions of slide bearings in the piston- 
connecting rod system of the engine, one can propose oil temperature as the symptom defining the 
correctness of heat operation. 

Temperature of oil in the bearing includes information, concerning load conveyance abilities. 
Basing on the knowledge of temperature changes, one can conclude about the condition changes of 
bearing work and quickly identify its conditions and inefficiency as well. 

Temperature of oil is not the only symptom but also a difference of temperatures in respective 
points of friction area. 

However inlet temperature of oil to the bearing, according to, Kozłowiecki research [2] affects 
insignificantly the temperature in the friction area. 

Designation of temperature increase of oil flowing through the bearing, does not give an exact 
information about the kind of friction, that takes place in the oil slot. Because the amount of oil 
flowing through the slot is not big when compared with the whole amount in the bearing [6]. 

Oil temperature increase, in connection with the knowledge of flow intensity, determines the 
size of friction, taking place in the bearing. 
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On the other hand, the temperature of oil under the surface of the bearing bush allows to define 
the heat state of slide layer and fix the limiting state of the bearing, warning against its seizing. 
Areas of minimal oil slot are the places of intensive emission of heat and it is just in their 
presence, when the temperature of the bearing bush is the highest. 
To make use of oil temperature as a correctness symptom of bearing heat operation, it is 
necessary to determine earlier: 
- dependence between temperature measured under the surface of the bearing bush and the 
temperature of oil film, 
- the zone of minimal thickness of oil film, 
- dependence of hydrodynamic pressure in oil film on the temperature of bearing bush 
surface [2,7]. 
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Abstract 


The following article presents technical state identification of fuel engine apparatus installed in ship combustion 
engine room on the grounds of mechanical operation of its piston-connecting rod system. Mechanical operation of 
piston-connecting rod system as the elementary assembly of fuel engine and energetic machine as well, is treated, 
according to J. Girtler, as the new physical quantity of [J-s]dimension. It expresses transformation of chemical energy 
delivered with fuel to the engine combustion chamber externally in form of work through the crankshaft torque. On 
the grounds of mechanical speed of piston-connecting rod engine operation, it is possible to assess the correctness of 
such elements as fuel pump, injector or their propulsion and tightness of the combustion chamber. At the same time 
one has to take into account the dependence of mechanical speed of piston-connecting rod system operation on such 
factors as engine load, revolution speed and the kind of fuel. 


Keywords: mechanical operation of piston-connecting rod system installed in ship combustion engine room, 
parameters characterizing dynamics of combustion in an engine, increasing speed of combustion gases pressure 


1. Introduction 


To identify technical state of fuel apparatus in piston engine on the grounds of mechanical 
operation in the piston-connecting rod system, it is necessary to know accompanying processes 
like for example, the phenomenon of heat evolution in combustion chamber. Crank —piston system 
is a crank mechanism of the engine, enabling the change of reciprocating motion, carried out by 
the piston, into a rotational motion of the crankshaft. 

This system is connected by means of piston rings with the assembly of cylinder liner and 
engine head. Such connection creates some kind of moving space, in which working process of the 
engine takes place [4]. Working process of the engine consists in heat evolution in the space over 
the piston, caused by fuel combustion. This increases pressure of the gases in the above mentioned 
space resulting in the movement of rings tightened piston, increasing the volume of the space. In 
this way chemical energy contained in the fuel, affects the elements of the piston-connecting rod 
system in the form of heat and work [5,9]. 

Piston-connecting rod system is a part of other functional systems of the engine. Evaluation of 
its operation enables the identification of the current technical state of fuel engine apparatus [1]. 

Below one can find a description of processes taking part during mechanical operation of the 


163 


piston-connecting rod system, where a special attention is paid to thermo dynamical parameters, 
essential to identify technical state of fuel engine apparatus. 


2. Mechanical operation of piston-connecting rod system in the high pressure engine 


Mechanical operation of the piston is a transfer of energy in course of time, in the form of 
work by its neighborhood. The piston as a movable closure of the engine cylinder, transfers the 
power of gas pressure in the combustion chamber, to the connecting rod. These forces change in 
course of time in accordance with the indicator diagram. Besides, the piston is affected by inertial 
forces, caused by reciprocating movement of the piston and side forces from the connecting rod, as 
well as piston friction force against the walls of the cylinder liner. Fig.l presents a diagram of 
forces affecting the piston, according to work [4]. 


Fig.1. Forces affecting the piston [4]:F,— gas force, Fmx— vertical component of inertial force, F; — the force 
operating along the connecting rod axis, F and F, — reaction of cylinder walls in the direction of “y” inadequately on 
upper and lower edge of leading part of the piston, Fy — piston friction force against the cylinder walls, N- normal 
force, Fp - friction force of the ring against the cylinder walls, M, — friction moment of piston pin 


However, variability of the forces affecting the piston, is presented in fig.2. The above 


mentioned forces cause mechanical variables of operation in the piston-connecting rod system, 
whose dynamics depends on cylinder pressure, in particular, on the speed of its escalation. 


Zw 


ZW 
Fig.2. Variability of forces affecting the piston [4]: ZW- DMP, ZZ- GMP, symbols as in fig.1 
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Mechanical operation speed of the piston-connecting rod system, depends chiefly on the speed 
of pressure escalation, during combustion. This speed determines the loading conditions of 
crankshaft bearing and crank mechanism. It is also connected with a dynamics of heat emitting 
during combustion and depends on mass intensity of burning reaction. Besides the speed of 
mechanical operation increase, depends also on the volume change of combustion chamber during 
heat emitting. The speed of mechanical operation in the piston-connecting rod system of the engine 
can be determined indirectly by means of the pressure speed intensity in the cylinder, during 
combustion of fuel. 

Approximate method which assumes that in the period of burning there is no heat exchange 
between the walls of combustion chamber and exhaust gases, allows us to determine the speed of 
gas pressure intensity by means of the following dependence[7]: 


dp 7-1 dw p a 
ee "=> PARE Ya yey 1 
da V d m, X ( ) 


where: 


Wa [J/kg] — combustible value of fuel, 

m, [kg/circulation] — fuel dose, 

x [-] — adiabatic exponent, 

V [m*] — volume of combustion chamber, 
p [Pa] — pressure in combustion chamber, 
a [ OWK] — crank turn angle, 


dV : , 

— a - speed of combustion chamber change, 

da| OWK | 

dw| 1 | : ; ; RE ; 
——|-——— | -relative mass speed of reagents mass (burning subject to reaction in the time 
da| OWK | 
unit), 

dp| Pa | pan : : 

> 7 a - speed of pressure intensity during combustion. 

da| OWK | 


In dependence above, first part of equation presents the influence of heat emission and the 
second part- volume change of combustion chamber. 

On the grounds of work [4] one can state that the speed of wear and tear of piston rings is 
dependent in a linear way on dynamics of combustion defined as the product of maximal speed of 


; : a i . a 
pressure intensity (2) and an increase of pressure until then (2) ‘ 
a max a max 


Dependence between the speed of consumption expressed as tga and the indicator of burning 
dynamics, has been presented in fig.3, according to work [4]. 

One should pay attention to the fact that mechanical operation of piston-connecting rod system 
of the engine, caused by gas pressure in the cylinder, is of dynamic character. The speed of 
pressure intensity as the parameter characterizing piston dynamics, according to work [4] equals 
to: 

- for the engines with spark ignition from 0,2 to 0,4 [MPa/OWK], 

- for the engines with self-ignition and direct injection 1 [MPa/°OWK]. 
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3. Diagnostic symptoms defining the correctness of work of fuel engine apparatus, on the 
grounds of mechanical speed operation in the piston-connecting rod system 


Correctness control of fuel apparatus operation of an engine, can be carried out on the grounds 
of diagnostic parameters. 

To achieve more correct results in operation of fuel engine apparatus, one can use the course 
of pressure changes on the grounds of indicator diagram. In this case diagnostic parameter 
achieved from an indicator diagram is nothing else but the speed of pressure intensity, in other 
words, an increase of pressure for one turn of the crankshaft or a pressure increase in a time unit. 


P o 
Q 
NN 
s A 
" P=f (a) 
dp M 
da t 
Z 
JS IN 
SIS | A 
Sig 


Fig.3. Parameters characterizing dynamics of burning process[4]; symbols as in text 


The above parameter can be used to detect an incorrect work of such elements as: fuel pump, 
injector or their drive. 

In order to determine diagnostic advantages of pressure intensity speed as a mechanical 
parameter of the piston-connecting rod system, special research by the Department of Marine 
Power Plant — Maritime Academy- Gdynia, was carried out. In order to carry out the research, the 
experimental combustion engine L22, made by the Warsaw Institute of Technology and the four — 
stroke combustion engine made by the Cegielski-Sulzer 3AL25/30, were used. 

The L22 engine is equipped with some devices for fluent change of the injection advance 
angle, which allowed to determine the influence of the injection advance angle, on the changes of 
pressure intensity speed. Fig.4 presents a dependence of maximal pressure intensity speed on the 
injection advance angle. Results of the research cause deviations from the proper injection advance 
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speed of pressure intensity 
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The angle of injection advance 


Fig.4. Dependence of maximal speed of pressure intensity on the injection advance angle at the engine load L22 
40%, 60% and 80% 


angle at different engine loading. This results in incorrect operation of the piston-connecting rod 
system. Maximal speed of pressure intensity will be too early if the angle is too big and too late 
when the angle is too small. Therefore too fast pressure speed intensity is the reason of the piston- 
connecting rod overloading. On the other hand, with too small angle, maximal speed of pressure 
intensity moves on to the expansion stroke which causes a drop in the efficiency of the engine 
operation. Such factors as injector sprayer with too much coke in it, faulty injection pump or too 
low pressure of the injector opening, influence negatively the operation of the piston-connecting 
rod system. The research on the change of maximal speed of pressure intensity was carried out on 
the engine 3AL25/30. 

Fig.5 presents maximal speed of pressure intensity in cylinder No.2 of the engine 3AL25/30. 
Figure 5 shows the lack of ignition at the maximal speed of pressure intensity in the point where 


the ignition should occur and a pressure increase. 
dp/dat 


[MPa/1°OWK] pIMPa] 
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Faulty injection pump 
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Fig.5. Faulty injection pump in cylinder No.2 of the engine 3AL25/30 at its load of 140 [kW] 
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On the other hand fig.6 shows the courses of maximal speed of pressure intensity in cylinder 
No.2 of the engine 3AL25/30 with too much coke in the injector openings of this cylinder. Fig.6 


dp/da 


[MPa/1°OWK] p[MPa] 


— 1 


i a 7 Sr = 
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Fig.6. The course of maximal speed of pressure intensity in cylinder No.2 of the engine 3AL25/30 with coked 
openings of the injector and the load of 220[kW] in the function of the crankshaft turn 


shows that such inefficiency of the injective reduces the maximal speed of pressure intensity and 
in the same way decreases the power of the engine at the same setting of the fuel fence. 

Worsening of mechanical operation of the piston-connecting rod system is caused by the 
worse atomizing of the fuel in the combustion chamber and this results in the ignition delay. 
Worsening of the fuel injected into the cylinder is the cause of an increase of exhaust gases 
temperature [1,6]. 

The speed of pressure intensity changes its value depending on the mechanical speed of the 
piston-connecting rod operation [4,7,8]. 

Fig.7 shows maximal speed of pressure intensity in the cylinder of the engine 3AL25/30 at 
different loading and incorrectness of fuel apparatus operation in the second cylinder and leakages 
of its combustion chamber. Together with the speed of pressure intensity increase also: 
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Speed of pressure intensity [MPa/1°OWK] 


m Engine load [kW] _ 
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—2— low pressure of injector opening [147bar] 
—4— leaking combustion chamber 

—®— faulty injection pump 
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—e— distorted openings of the sprayer 

—-— leaking injection pump 


Fig.7. Speed dependence of pressure intensity in cylinder No.2 of the engine 3AL25/30 at its different loading: 
100[kW], 140[kW], 180[kW] and 220[kW] 


- temperature of gases, 

- indicated medium pressure, 

- maximal burning pressure. 

The speed of pressure intensity changes its value in dependence on the mechanical speed of 
the piston-connecting rod system operation [7,8]. Fig.7 shows maximal speed of pressure intensity 
in the cylinder of the 3AL25/30 engine at its different loading and incorrectness of fuel apparatus 
operation in the second cylinder and leakages of its combustion chamber. 


4. Summary 


Basing only on the grounds of the speed pressure intensity one can determine only some 
irregularities of fuel engine operation. To identify precisely most irregularities it is necessary to 
take advantage of other diagnostic parameters. Irregularities of fuel engine operation are harder to 
detect if only one parameter is being used. Then it is necessary to verify other parameters like 
temperature of exhaust gases, indicated maximal pressure etc. [1,5]. 

The course of pressure speed intensity in engine cylinder depends also on such quantities as: 
engine load, revolution speed and the kind of fuel [4,5,8]. 
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However, the efficiency of the engine depends to a great extent on the wear of piston rings 
which can be the reason of leakages in combustion chamber. Besides, material consumption of the 
piston-connecting rod system can cause changes of such parameters as: 

- suction pressure, 

- pressure of the final compression, 

- combustion pressure, 

- composition of exhaust gases[1,4]. 

The above parameters influence also the power and fuel consumption by the engine. To 
evaluate technical condition of the piston, rings and cylinder one can use such diagnostic 
parameters as: 

- compression pressure, 

- tightness of combustion chamber, 

- suction pressure, 

- the course of maximal speed of pressure intensity in the cylinder [6]. 

The operation of combustion engine has been determined as a delivery of necessary energy at 
a definite time which can be expressed in the form of the physical quantity with a measure unit 
called Joule - second [2]. 

Considering energetic values of combustion engines it is necessary to analyze their operation 
and not only their work. In operation analysis, except work, we also have to take into account the 
time of its realization [3]. 

During research as to estimate the piston-connecting rod system of combustion engine, it is 
possible to use characteristics of vibration signals. The knowledge of the vibration frequency of 
its own elements in the piston-connecting rod system of combustion engine, increases a precise 
defining of their technical state [6]. 
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Abstract 


The paper presents a proposal to apply a quantitative evaluation of the diesel engine with regard to the 
phenomena occurring during of a working cycle. The proposed procedure when analyzing test results from diesel 
engine is an attempt to transfer an engine activity evaluation methods in the operational time scale (exploit time), eg. 
in hours, to the micro-scale (dynamic time) relating only to the execution time of one (several) working cycles. 


Keywords: diesel engine, working cycle, operation 


1.Introduction 


The objective evaluation of every piston engine reliability requires evaluative (quantitative) 
approach to issue and searching measures that would describe the feature most reliably. 

Analyzing the matter of piston engines reliability, it’s important to focus on following 
important fact. According to the fact, that from user’s point of view, the most important issue is 
the quality of the task realized by the engine, the concept of reliability is associated with 
unambiguous definition of the task. In other words, the imprecise definition of the task makes puts 
the sense of describing any engines reliability indicators into question, due to its little usefulness 
and possibility of making wrong decisions while basing on them. 

On the other hand, precise definition of the task requires not only creating conditions of its 
performing, but also the duration. The importance of the issue is so great, because the specificity 
of task in naval transport is generally related to necessity of long-term functioning of main ship’s 
devices, especially main propulsion. 

Ipso facto, especially important becomes not only the amount of energy that can be enacted 
using main propulsion engine, but also the time in which it can be provided. 

Aside from commonly used reliability indicators, it seems reasonable to analyze engine’s work 
(its functional systems) in a way, so that it could be described by both energy and time. 

Operation (D) in time interval (0, t) in this case can be interpreted as a physical quantity 
described by multiplication of time - dependent energy E = f(t) and time £ [1]. 

Presented description that in case of ship’s marine task realization can be schematically shown 
as in fig. 1, applies to engine’s work in some time scale that for the purposes of this analysis was 
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called “the macro scale” (assuming that in time interval [0, tag] Mo=idem and n=n,,=idem are 
true). 


The time required for the task 


Required average speed 
of the vessel 


__T-(-g)-v 
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Fig.1 Operation of main propulsion engine in the aspect of marine task realization. D4z —engine’s work in time 
tas, Ne — engine 's useful power, Mo — engine 's torque, n — engine 's rotational speed, T — required value of thrust force 
Jor created conditions and speed Q— value of suction force indicator, v — ship 's speed, ny, — shafting efficiency, n, — 
open water propeller efficiency, o — propeller rotational efficiency, Ś, — hull efficiency 


This description results from the fact that time “tap” in marine transport reaches very high 
values, making definite integral value (fig. 1) that for made assumptions is a measure of engine’s 
work, will be very high as well. 

Having this conditions, comes up a question about possibility of transferring the method of 
evaluation to “micro” scale i.e. limit the analyzed time to single engine’s operation cycle time 
realization. 


2. The evaluation of engine’s operation cycle using indicator graphs 


In engine’s work — related scientific researches as well as in exploit time, the major role in 
operation cycle evaluation of every diesel engine play indicator graphs and their analysis. 

Information pictured in the indicator graph (fig. 2) allows to make the evaluation of the quality 
of conversion of petrol’s chemical energy into mechanical energy in a complex way. Additional 
measures during the identification of cylinder (eg. vibrations in the area of cylinder head — fig. 2a) 
simultaneously allow to complete the evaluation by a series of observations eg. current values of 
timing angles and “hardness” of engine work (fig. 2b). 
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Fig.2 The engine 's extended indicator graph. p(@) — pressure as a function of crankshaft rotation, a(a@) — 
accelerations of a cylinder head in the area of inlet valve, SI — the beginning of injection, IO — the beginning of the 
opening of inlet valve 


The analysis of data received in particular time, allows to calculate some more important work 
indicators, eg. mean indicated pressure — p; (fig. 3a) and indicated power — N; (fig. 3b) in relation 
to all cylinders of the engine. 
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Fig.3 Values of mean indicated pressure (MIP) and indicated power (PIND) for specific cylinders of 6 — cylinder 
engine. 
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These additional information about the values of pi and Ni in particular moment t, are 
necessary for predicting both future values of these indicators in time interval [t, t+At] and 
estimation of the interval length. 

Analysis of values and deviations from the mean of these, and others (eg, the maximum 
combustion pressure) quantities allows a fairly good comment on the quality of the 
implementation of energy transformation process. 

On the one hand, it seems, therefore, that there is no need to introduce further parameters that 
would serve the present evaluation. On the other hand, each assessment and analysis, which is 
based on a larger number of variables is more complete and leads to more appropriate expertise 
and the resulting decisions. 

As indicated earlier, further discussed among others in the works [4, 5, 6], quantitative 
assessment of the engine work using the D(t) indicator creates the possibility of another study 
examining the results of the research presented, it seems appropriate that the quantitative 
description of the engine work in macro scale time be extended on processes (on the same engine) 
on a scale "micro". In this case possible effects of Dy(t) can be also distinguished and the action 
required by Dy(t) of the engine. It is obvious that if the inequality of Dy(t) < Dy(t), appears, the 
engine cannot operate reliably in time t. 

This seems all the more evident that the source of engine torque is rapidly changing the piston 
power, which largely depends on the instantaneous change in pressure in the cylinder. 


3. The evaluation of the diesel engine work cycle using quantitative description of the 
operation D(t) 


Because engine work is identified with physical quantity D(t) defined as [2]: 
t 
D(t) = | E(r)dt (1) 
0 


where: 
D(t) — operation in time [0, t], 
E(1) — energy changeable in time eg. in the form of work, 
t — analyzed time, 
and task execution time in the marine transport can be measured in hours, processing cycle 
scale of the work (even low-speed engines) requires: 
e change the upper limit of integration in equation (1) for the duration of a cycle — tiop, 
e a decision which component-associated quantity of the actual cycle can be considered as 
time-variable energy according to equation (1). 
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The first of the above problems, of course, does not pose any difficulties since, in accordance 
with generally known that the time dependence can be expressed as [8]: 


lios = =ç: hoor = = (2) 
n 


where: 
tiop — time of a one working cycle, 
tiobr — time of a one rotation of a crankshaft, 
n — engine's rotational speed, 
G - engine's type factor (€ = 1 — two-stroke engines, © = 2 — four-stroke engines), 


The issue of choice of the value that corresponds to energy variable in time can raise some 
doubts, because the very concept of energy, as the scalar quantity describing the state of the 
system creates a rather wide possibilities of interpretation. 


In the context of earlier analyzed results of cylinder inner pressures and opportunities of their 
presentation in the coordinate system p - V (volume - pressure), it seems appropriate to examine 
the work (a form of energy transfer), as a searched quantity. 

Adoption of the convention allows for the transformation of equation (1) to the form: 


Nop 


Da = fel j= uek (3) 


where: 
Dio — engine's operation during one cycle, 
L(t) — cycle’s work up to the t moment, 


Dependence (3) follows from the fact that the value of work L is equal to the energy E, which 
was worn on the execution of this work. 

Limiting to the concept of absolute work [3] and assuming the contractual rule that the work 
done by the working factor has a positive sign, and the work associated with the impact of 
environment on the factor - a negative sign, a work of a two-stroke engine during a operation 
cycle, or during the successive moments of duration of this cycle, can be determined by solution to 
the following equations: 

e compression stroke - the work is done on the working factor (by convention, a negative 
sign), which can be interpreted as "negative" operation of engine - the need to provide 
energy: 

o operation analyzed during the whole stroke: 


te WC 
Das = f- r)dt = J J ov JaV lat, (4) 


o operation analyzed as a function of time — time in the interval |o, Ho); 


rset qalok, “ss 
Des(t) = Í L(z)dt = f fo p(V)dV |at , (5) 
0 o NF 
e the expansion and decompression stroke - the work is done by the working factor (by 
convention, a positive sign), which also can be interpreted as "positive" operation of the 
engine 
o operation analyzed during the whole stroke: 
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o operation analyzed as a function of time — time in the interval — toz | : 


TSN op tStionf Vi 


Da (D= [L(c)ae= || p(V)av idt (7) 
SĄ TA Vy 


e engine's operation during the whole cycle 


tion (MY A VY, 
Des = Des + Des = | | [pW av lat + | | | pV av jat (8) 
MAC o (i 


Dependencies above can also be represented graphically in the form of the following procedure 


(Fig. 4 - 6): 


Li =LE = Le 


Vv, * - m p A V; 
Fig.4 Closed engine indicator graph. Lg — expansion work, Lc — compression work, Li— 
indicated work 
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Fig.5 Dependence of work and pressure during compression and expansion strokes. Lę(t) — 


A > t ; A 
expansion work until the t moment, te | Pa „tą “ail L¢(t) — compression work until the t 
= 


moment, te |o, z 
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Des(t) 


Work [MJ] 


Des(t1) 


Operation [Mis] 


Time [s] 


Rys.6 Określenie działania Des(t) i Dgs(t) silnika w czasie suwów sprężania i rozprężania 
wynikającego z prac L(t) oraz Le(t). Des(t) — działanie silnika w czasie suwu rozprężania do 
chwili t, te — j tron} Des(t) — działanie silnika w czasie suwu sprężania do chwili t, 


2 
t 
te |o, 12] 
2 


The analysis (especially from functional process Lc = fı(t) and Lg = f2(t)) shows that the 
analysis and assessment of these types of work must be done with reference to the time of their 
implementation. This implies the need for research of engines during the dynamic time, which is 
the load compression and exhaust gas expansion time in each cylinder. 

From the analysis of dependences (4) — (8) and pictures 4 — 6, following conclusions arise: 

e periodicity of compression and decompression processes prevents a simple analysis of the 
engine (during time limited to tio») as a function of time. Such an analysis, is not 
impossible, but requires an additional, secondary index that takes into account the number 
of compression and expansion strokes executed up to the moment t, 

e the value of engine operation at the time the operation cycle should be analyzed (in this 
case two - stroke engine) separately for compression and expansion stroke, 

e separation of evaluation of cases of compression and expansion strokes allows accurate 
evaluation of their progress at any time, eg. in relation to the theoretical (pV“ - idem) the 
implementation of these changes. This indicator can be defined as follows (eg. 
compression stroke): 


hob tig 
ors V, e fu 
VaV id V dv ld 
ma REJ „Z 
v(t) = P = hon = TE (9) 
PaO Br WY eoe E 
t 1 t , 
| jo(F | dV |dt ee Jar 


gdzie: 
w(t) — engine’s operation evaluation indicator during the compression stroke (as a 
function of time) 
Dcs(t) — operation during the compression stroke in the real engine, 
D'cs(t) — operation during the compression stroke during the implementation of the 
theoretical cycle 
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pi — pressure at the beginning of the compression stroke 

Vı — volume of working space in the piston BDC 

V, — volume of working space at the moment £ (Vrpce = V2 < Vi < V1) 

K — isentrope exponent 

e determination of the value of performance indicators - Dcs and Des(t) for the reference 

state, ie. a new engine capable of full technical efficiency and fitness, allows for ongoing 
evaluation of the quality of the implementation cycle (in this case compression). This can 
be illustrated as shown below (Fig. 7), which presents a two processes of compression job 
instantaneous values Lc (t) — for a reference state and in case of excessive leakage in the 
piston - cylinder system — L”c (t) and the corresponding change in action compression 
stroke time - Des (t) and D”cs (t). 


Work [MI] 


Time [s] 


Fig.7 Engine operations in the time of compression strokes for an engine in the reference technical state - 
Des(t) and in case of excessive use of piston — cylinder system elements - D” cs(t). Le(t) — compression work 


up to the t moment (reference engine), L” c(t) — compression work p to the t moment (engine in the state of 
technical inefficiency of piston — cylinder system), te [o, — 
Similarly the size of Le (t) and the Le '(t) and Des (t) and Des' (t) can be determined, where 
Le (t) and Des (t) are illustrated in figure 6 
Regardless of the proposed method of the evaluation performance of the engine in the so-called 
the dynamic (short) time, this activity can be seen in the reliability having possible action Desim(t) 


and Desmw(t) as well as required action Desw(t) and Drsw(t). 
4. Summary 


The proposed procedure when analyzing test results from diesel engine is an attempt to transfer 
an engine activity evaluation methods in the operational time scale (exploit time), eg. in hours, to 
the micro-scale (dynamic time) relating only to the execution time of one (several) working cycles. 

The presented method seems to be acceptable supplement for already used methods of 
realization of operation cycle in diesel engine evaluation. Its possible usefulness requires, of 
course, further theoretical studies and research supplies. In view of the fact that the induction of 
marine engines is a common and general routine operating practice, access to the results of such 
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studies is quite easy, and thus conducive to the development of the presented evaluation method 
tools. 

The basic advantage of this method is the link between evaluation of the work and the time the 
task is done - in this case during operation cycle of the engine. 

Not without significance is the fact that all the necessary calculations are relatively simple and 
can be made only on the basis of the indicator graph received. The development of modern 
electronic indicators, so called pressure analyzers, allows for seamless implementation of these 
calculations in the software environment of such a device 

The practical usefulness of the results obtained at the present time may be questionable - but 
further empirical studies of piston engines operation understood this way can lead to practical 
application of the proposed method of performance evaluation of such engines. 
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Abstract 


The paper present a test results of dual fuel engine run on natural gas and diesel oil injected as a pilot dose. 
Determination of possibilities of engine’s operational parameters improvement through division of the pilot 
dose was the main objective of the presented research. The first dose injected at ignition advance angle, the 
same as in case of operation on diesel oil only, has as its task to initiate process of combustion. The second 
dose, injected with changing delay when, as assumed, phase of combustion process is already in progress, has 
as its task to sustain combustion of gaseous mixture. Control of combustion process was attained through 
changes of injection delay angle of additional dose. Division of pilot dose effects in a considerable reduction of 
maximal heat release rate during combustion with simultaneous growth of average combustion rate of gas-air 
mixture. In result, it has been observed a growth of overall efficiency of the engine, reduction of NOx 
concentration in exhaust gases, and reduction of maximal combustion pressures. Simultaneously, emission of the 
CO and TCH was slightly worsened. 


Keywords: natural gas, dual fuel engine, pilot dose, thermal efficiency, combustion parameters 
1. Introduction 


Nowadays, a search after alternative fuels suitable to internal combustion engines is 
observed in more and more extent. One from such fuels are various type gaseous fuels like: 
natural gas, biogas, by-product gases from manufacturing processes. Engines run on gas can 
operate according to two systems of combustion: 

e spark ignition system (majority of applications), 

e dual fuel system (limited number of applications). 

In past, selection of such system was determined by considerable differences in price of the 
fuels mainly; by-product gases having low price of elementary energy and diesel oil with high 
unit costs. With considerable portion of diesel oil, cost of production of elementary energy in 
dual fuel engines was higher than production cost of energy in spark ignition engines. 
Difficulties in mechanical control of fuel charge quality in dual fuel engine constituted 
additional problem. In result, spark ignition engines can be found in majority of practical 
applications. This system requires, however, reduction of compression ratio to values of about 
e = 9,0+9,5, what results in reduction of thermal efficiency, comparing to compression 
ignition engines fueled traditionally (Fig. 1). 
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In dual fuel engine, to the cylinder is sucked in homogenous gas-air mixture, ignited due 
to injection of small pilot dose of diesel oil. Energetic fraction of diesel oil depends on 
implemented feeding system and size of engine, and can change in the following range: 

e 1,5+3,0% - the best stationary duel fuel engines with high power outputs, 

e 3,0+5,0% - generator type dual fuel engines with power outputs above 2 MW, 

e 5,0+10,0% - dual fuel engines with power outputs < 500 kW, 

e 15,0+30,0% - compression ignition engines adapted to dual fuel feeding. 


50 
|] CI- DO 
190 kW 
_ 40 
2 Læ 
> |= a = 
z 30 AF 
3 | SI- CNG 
ra a 
es] 7 190 kW 
E Z 
a 20 + 
AE: 
Eej 
E 
10 SI-CNG 
/ 165 kW 
0 
0 20 40 60 80 100 


Engine load [%] 
Fig. 1. Comparison of thermal efficiency of SI gaseous engines and CI engines fuelled traditionally [1] 


The most advantageous conditions to combustion of gas in dual fuel engines are present 
near the point of maximal load. In such case the engine can be run on rich mixture with 
excess air ratio of 2,=1,5+2,0, characteristic of high combustion rate. As a rule, in such case 
the dual fuel engine features thermal efficiency higher than an engine run on diesel oil only. 

One from the main problems of the dual fuel engines is reducing thermal efficiency at 
partial loads. It is connected with leaning of combustible mixture and worsening conditions of 
its combustion. When pilot doses are small, nearly entire liquid fuel evaporates during delay 
of self-ignition. Combustion time of pilot dose is very short and combustion runs violently. 
Good conditions of ignition and combustion are in the layer of gas-air mixture adhering to 
burning stream of liquid fuel. As combustion process of liquid fuel fades away, and front of 
flame recedes from the stream, combustion process runs more and more slowly. Cooling 
effect of cylinder walls has also disadvantageous effect here. At lean gas-air mixtures a fading 
of the flame can occur, what can have effect on efficiency and ecological parameters of the 
engine. 

The main objective of the present work was to investigate a possibility of elicitation of 
combustion of gas-air mixture through division of pilot dose. Such possibility is offered by 
modern injection systems of Common Rail type, commonly used in contemporary 
compression ignition engines. In course of performed tests, dose of diesel oil was divided into 
two equal parts injected in different time. The first dose injected with ignition advance angle, 
the same as in case of operation on diesel oil only, had its task to initiate combustion process. 
The second dose, injected with changing delay when, as assumed, phase of combustion 
process is already in progress, had its task to sustain process of combustion of gaseous 
mixture. Control of combustion process was attained by changes of ignition delay angle of 
additional dose. 

Division of pilot dose, according to assumption, should lead to change of heat release rate, 
what was confirmed by performed tests, see Fig. 2. 

In the Fig. 2 is distinctly seen a change of heat release run for ignition generated by 
divided pilot dose. Additional dose of diesel oil effects in generation of the second maximum 
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on the heat release curve, with its value considerably higher than the first maximum. It can 
prove about growth of active combustion rate of gaseous mixture. Simultaneously, maximal 
values of heat release rate are smaller than the ones present during combustion of charge with 
single dose. It augurs well for process of NOx generation, especially in case of turbocharged 
engines. 
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Fig. 2. Comparison of heat release rate in the dual fuel engine with single and divided pilot dose 


In the present paper is discussed an effect of division of pilot dose on a selected 
parameters of dual fuel engine. 


2. Test stand 


The tests were performed on single cylinder, compression ignited engine of SB3.1 type. 
Technical data of the engine are specified in the Table 1, while view of the test stand is shown 
in the Fig. 3. Detailed description of the test stand and modifications made in the engine can 
be found in earlier publications [1,2]. 


Table 1. Technical data of the SB3.1 engine 


Cylinder number 1 

Bore 127 mm 

Stroke 146 mm 

Displacement volume 1848 cm? 

Compression ratio 15,8 

Effective output power 22,8 kW 

Rotational speed 2200 rpm/min 

Combustion chamber Direct injection to chamber 
in piston crown 

Injection system of DO Common Rail f-my Bosch 

Injector of DO Bosch 0986435 004 090 

Injection system of CNG IC 

Gas injector Bosch F465 151 72 

Presser of gas injection 1 MPa 


Fig. 3. Engine test bend 


In course of performed tests one used constant ignition advance angle of 20°CA before 
TDC, the same like in case of run on diesel oil only. Division of the dose was accomplished 
by split of injector’s opening time in Common Rail system, Tow, according to the following 
rule: opening time of the injector for pilot dose Tow: = 0,5tow , for additional dose Tow2 = 
0,5tow. Performed earlier tests have revealed, that characteristic of injector output is exactly 
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linear, while size of injected dose is proportional to opening time of the injector. It has 
enabled to assume equity of pilot and additional doses; qi = q2 = 0,5qon. Implemented 
controller has enabled recalculation of beginning of injection into angular values with respect 
to the TDC, what enables to maintain required values of injection advance angle of pilot dose 
Oww. Ignition delay of additional dose was also measured as angular value Aa, calculated 
from beginning of injection of the first dose. It should be underlined, that at small values of 
the dwell, Aa, electromagnetic injector can be not fully closed, what can have such effect that 
preset delay of the additional dose effects in modulation of intensity of injected fuel only. 
This assumption was confirmed by the tests performed on a test stand without engine. The 
modulation has an effect on course of engine operation, what was confirmed during testing on 
engine dynamometer and in results of numerical analysis of combustion parameters. 

Analysis of combustion parameters was performed on base of thermal calculations based 
on recorded indicator diagrams. In course of the calculations one made use of author’s 
computer program developed in the Department of Internal Combustion Engines, University 
of Bielsko-Biala. Description of the program and methodology of the calculations can be 
found in the work [7, 8]. 


3. Analysis of the test results 


In the Fig. 4 are presented runs of heat release rate in range of active combustion, from 
beginning of the process up to 50°CA after TDC. Runs for two rotational speeds 1200 and 
1400 rpm (near point of maximal torque) and for two engine loads (maximal: when gas-air 
mixture is the richest, and minimal: with maximal leaning of gaseous mixture) were analyzed. 
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Fig. 4. Comparison of heat release rate in dual fuel engine with single and divided pilot dose 
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Analysis of the runs presented in the Fig. 4 is pointing at explicit changes in run of heat 
release depending on method of fuelling. In case of single fuel dose used, a single maximum 
is present. It results from rapid combustion of diesel oil in kinetic phase of combustion, 
evaporated during later self-ignition. After implementation of divided dosage, maximal value 
of heat release rate is nearly two-fold lower, and additionally shifted in direction of more late 
phases of combustion. In range of maximal engine load, rich gaseous mixture with high 
combustion rate, shift of maximum heat release is small, especially for delay of additional 
dose with Aa=10°CA. This delay is growing with leaning of gaseous mixture (partial loads) 
and increasing of injection delay angle of additional dose. At partial engine loads, on the 
dQ/da curve are distinctly present two maxima, what confirms assumption about combustion 
of the dosages in different time. In spite of equal sizes of injected doses, maximal dynamics 
of heat release distinctly decreases together with growth of injection delay angle of additional 
dose. 

Usage of divided pilot dose effects in reduction of maximal combustion pressures as 
injection delay of additional dose of diesel oil grows, Fig. 5. Simultaneously, pressure’s run 
during initial phase of combustion is delayed comparing to the run with not divided dose. In 
consequence, point of maximal pressure is shifted in direction of more late angles after TDC. 
Character of described here pressure changes is present in whole range of engine load change. 
It should be underlined, however, that at partial engine loads, effect of the division and delay 
angle on initial phase of combustion is more distinct, what reveals a distinct inflexion of 
pressure line. 
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Fig. 5. Comparison of cylinder pressure in dual fuel engine with single and divided pilot dose 
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Maximal values of the pressure and heat release rate during combustion in function of 
engine load are presented in the Fig. 6. Values of the both analyzed parameters, when the 
pilot dose is divided, are smaller. Especially brings our attention a significant reduction of 
maximal value of the heat release rate, (AQ/da)max. In range of maximal engine load, the 
reduction is 2,0+2,5 fold, while at minimal loads with 25+40%. It is also worth to underline, 
that in case of division of pilot dose, the same engine loads are developed at a lower maximal 
pressures, what can have effect on growth of durability of crankshaft system, especially 
bearings. 
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Fig. 6. Comparison of maximal combustion parameters in dual fuel engine SB3.1 with single and divided pilot 
dose: Pmax — maximal value of cylinder pressure, (AQ/dQ) max — maximal value of heat release rater 


Division of pilot dose results in growth of engine efficiency with 1,0+3,5% of absolute 
units. More advantageous results were obtained at smaller injection delay angle of additional 
dose. Differences in analyzed values of the efficiency are also dependant on rotational speed. 
Increase of injection delay angle of additional dose effects adversely on efficiency of the 
engine, reducing differences between values of the efficiency for non split dose and divided 
dose. However, it is worth to underline, that for the both tested angles of injection delay, 10 
and 15°CA, the engine operated with a higher efficiency than in case observed with not split 
pilot dose. Absolute increase of engine efficiency with 1,0+3,5% is pointing at distinct 
relative differences of the efficiency. They amount to 10+15% for engine speed of 1200 rpm 
and 8+10% for engine speed of 1400 rpm. Such meaningful growth can prove about 
considerable reduction of energy consumption by the engine operating at changing conditions 
of load. 

Division of pilot dose, resulted in described earlier change of combustion run, 
advantageously effects on concentration of NOx in exhaust gases, decreasing considerably as 
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injection of additional dose is delayed, Fig. 8. It results from two main reasons, reduction of 
maximal temperatures in zones of oxidation of liquid fuel, and reduction of oxidation rate in 
zones with a higher concentrations of carbon dioxide (additional dose undergoes oxidation in 
conditions of increased EGR). 
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Fig. 7. Comparison of thermal efficiency in dual fuel engine with single and divided pilot dose 
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Fig. 8. Comparison of concentration of toxic exhaust components the dual fuelled engine SB3.1 
with single and divided pilot dose 


Reduction of oxygen concentration in zones of the reaction, caused by partial burn-out of 
the fuel, can also have additional effect. Observed changes in concentration of NOx suggest, 
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that condition of oxidation of liquid fuel can have significant effect on emission of nitrogen 
oxides in dual fuel engines. Simultaneously, obtained results in range of NOx concentrations 
confirm that division of the pilot dose and correctly selected injection angle of additional dose 
can serve as a substantial tool to reduction of nitrogen oxides emission in highly supercharged 
dual fuel engines. It should be emphasized in this point, that reduction of NOx concentration 
was obtained together with simultaneous growth of overall efficiency of the engine, what — as 
seen from previous tests — is not possible with single pilot dose. 

Delay in injection of diesel oil slightly increases concentrations of carbon oxide, CO, and 
total amount of hydrocarbons, TCH, (Fig. 8). It results from worsening of conditions of liquid 
fuel oxidation in more late phases of combustion. It is distinctly confirmed by differences in 
concentration of CO and THC for delay angles of 10 and 15°CA. Slight growth of 
concentrations of CO and TCH does not create a problem in contemporary engines due to 
high conversion efficiency of oxidation catalysts. Moreover, concentrations of CO 
downstream the exhaust valve (before the catalyst) are smaller, with order of magnitude, from 
concentration of CO in case of gaseous engines with spark ignition. 


4. Conclusions 


Based on performed tests it is possible to formulate the following general conclusions: 
e Division of pilot dose and changes in parameters of the doses are nowadays easy to be 
accomplished in compression ignition engines due to high pressure Common Rail injection 
systems, commonly used in the engines. 
The tests have shown that division of diesel oil dose in dual fuel engines leads to changes in 
combustion course of gaseous mixture. It is especially visible at partial engine loads, when 
the gas-air mixture is excessively leaned. 
Division of pilot dose can be accomplished only in dual fuel engines operated at a bigger 
energetic share of diesel oil. It is connected with possibilities of injection of very small 
doses of liquid fuel. Division at small portions of diesel oil requires incorporation of 
additional injector for pilot doses, what increases cost of engine adaptation to dual fuel 
feeding. 
To advantageous phenomena connected with division of the dose belong: absolute growth 
of overall efficiency of the engine with 1,0+3,5% (8+15% of relative growth), reduction of 
NOx emission in exhaust gases and more quiet and less noisy engine operation. Among 
adverse phenomena can be counted: a slight growth of CO and TCH emissions and when 
inappropriate injection parameters of additional dose were selected, possibility of growth of 
engine’s thermal load. 
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Abstract 


During ship sailing on a given shipping route in real weather conditions all propulsion system performance 
parameters of the ship change along with changes of instantaneous total resistance and speed of the ship. In this paper 
results of calculations are presented of distribution function and mean statistical values of screw propeller thrust, 
rotational speed and efficiency as well as propulsion engine power output and specific fuel oil consumption occurring on 
selected shipping routes at different SM values. On this basis new guidelines for ship propulsion system design procedure 
are formulated. 


Keywords: thrust, efficiency and rotational speed of screw propeller, long-term prediction, shipping route, design working 
point of screw propeller, service margin 


1. Introduction 


A crucial element of a design process of a transport ship propulsion system is the selection of its 
design parameters, i.e. determination of a speed value for which screw propeller should be designed 
and determination of a thrust value which should be developed by this propeller at the assumed speed. 
Correct selection of the design speed is specially important for ships fitted with fixed pitch propellers 
(most often applied to transport ships) as only at that design speed such propeller is able to use full 
engine power output. 

The service speed at which the designed ship has to operate in real weather conditions on a given 
shipping route, should be assumed as the design speed. 

The way of calculation of the mean long-term service speed and the mean long-term resistance of 
the ship is presented in [1,2,3] 
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The design working point of screw propeller is associated with the following design parameters: 
ship speed and propeller thrust. Selection of such point is very important with a view of correct 
operation of propulsion system. In this point screw propeller efficiency should reach as - high - as 
possible value. For screw propellers interacting with piston combustion engines the design point is 
usually placed half way between the points A and B (Fig. 1), that generally ensures correct operation 
of the propulsion system in the point B, i.e. in service conditions (real weather conditions). The 
characteristic crossing point A (Fig 1) is determined on the basis of the ship resistance on still water, 
while characteristic crossing point B is determined while_taking into account additional resistance 
values of wind and waves. As a standard characteristic © results from the addition of 15% SM to 
characteristic . As demonstrated in publications [1], [2], [3] such SM value is offen to small to 
establish a mean statistical service speed of ship on numerous sailing routes with adequate probability 
(i.e. eg. 95%) Instantaneous service speed of a ship and its total resistance depend on instantaneous 
weather conditions occurring on a given shipping route. Hence working parameters of the screw 
propeller designed and applied to propel the ship will be changeable depending on weather parameters 
and assumed criteria of propulsion system control [4]. Knowing statistical data on wind and waves 
occurring on a given shipping route as well as long-term distribution function of ship speed [3] on the 
route, one can determine long-term distribution functions of working parameters of the screw 
propeller and hence mean statistical location of its working point on a given shipping route. 

The working parameters of the propeller and the overall propulsion system depend also on the 
adopted SM value 


o 


Propulsion system power output 


Ship speed 


Fig. 1. Predicted service speed of ship 
P,,—nominal power output of engine, Ps — shaft-line power, Pp — power delivered to propeller cone, Vx — contractual 
speed of ship, Vg — predicted service speed of ship, 1 — still-water propeller curve for clean ship hull, 2 — predicted 
propeller curve with service margin, in real conditions, OM — operational margin, SM — service margin, APs— power loss 
at shaft-line (and possibly... if used) 


Therefore this paper presents calculations - performed for a designed ship — of long-term service 


parameters of screw propeller and mean service location of its working point as well as a discussion 
on how these would influence the ship’s design working point at different values of service margin 
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2. Service parameters of screw propeller 


The service parameters of screw propeller to be calculated for a ship sailing on 
a given shipping route are the following: 
=> the propeller thrust T, 
=> the propeller rotational speed ,, 
=> the free-propeller efficiency yo . 


The propeller thrust 7 with the propeller situated behind a ship’s hull is calculated for the total 
resistance R, of a ship sailing through waves at assumed service speed Vg with a given geometry of 
a screw propeller (mathematical model adopted to calculate the propeller thrust is presented in [1], [2], 
[3]). In calculations of thrust, its fall resulting from sailing on waves was taken into account [5]. 

The engine speed n, transmitted on the screw cone and its torque Q while sailing through waves 
on a given shipping route [1], [2], [3], and open water propeller efficiency 7,, is presented by the 
equation: 


Mo = (1) 


ait 


io. 
o 27 
where: 

Kr- propeller thrust ratio, 

Ko — propeller torque ratio, 


J — advance ratio. 
3. Mean statistical values of screw propeller service parameters of ship sailing on a given route 


The calculation of mean statistical values of screw propeller service parameters were performed 
according to the algorithm shown in [2], [3] or [5], for ship M2 (whose parameters are given in [3]), 
for different sailing routes [3] and propelling engines whose nominal power was determined at 15% 
SM (a standard value adopted during the M2 design procedure) and then SM = 20% and 25%. 

Results of the calculations for the selected ship and its shipping routes are presented in the form of 


e histogram of propeller thrust and its mean statistical value 

e histogram of propeller speed and its mean statistical value 

e histogram of propeller efficiency and its mean statistical value 

* mean statistical propeller working point, 

e probability distribution function of long-term occurrence of given values of propeller rotational 
speed and ship service speed. 


All the calculations were performed under the assumption that engine’s power output reaches at 
most 0.9 Py. 

In the below attached figures the calculation results are presented for K; containership [3] on two 
very different shipping routes: 5b - “easy” one and 2b - „difficult” one — in the sense of occurrence of 
long-term weather parameters. 

The results of the calculations are presented in Fig. 2 + 6 and a summary table 1. 
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Ship: M2 - assumed service speed = 7,72 [m/s] SM=15% 
- probability of maintaining the assumed speed Pyg 


Route no. 2b - Pyg= 0,55 Route no. 5b - Pvg = 0,86 
Thrust histograms 
1 1 
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Propeller efficiency in still water = 0,513 no [-] 
Mean propeller efficiency 7 o= 0,499 Mean propeller efficiency q o= 0,510 


Fig. 2. Histograms and mean statistical values of thrust, propeller speed and efficiency ofan M2 ship on sailing routes 2b 
and 5b (SM = 15%) 
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Ship: M2 - assumed service speed = 7,72 [m/s] SM=20% 
- probability of maintaining the assumed speed Pyg 


Route no. 2b - Pyz= 0,79 Route no. 5b - Pvg = 0,96 
Thrust histograms 
1 1 
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Propeller efficiency histograms 
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Fig. 3. Histograms and mean statistical values of thrust, propeller speed and efficiency of an M2 ship on sailing routes 2b 
and 5b (SM = 20%) 
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Ship: M2 - assumed service speed = 7,72 [m/s] SM=25% 
- probability of maintaining the assumed speed Pyg 


Route no. 2b - Pyz= 0,82 Route no. 5b - Pyg = 0,97 
Thrust histograms 
1 1 
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Propeller histograms 
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Nominal propeller speed ny= 2,092 [1/s] n[1/s] 
Mean propeller speed n= 2,070 [1/s] Mean propeller speed n= 2,047 [1/s] 

Propeller efficiency histograms 
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Fig. 4. Histograms and mean statistical values of thrust, propeller speed and efficiency of an M2 ship on sailing routes 2b 
and 5b (SM = 25%) 
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Fig. 5. Histogram, mean statistical propeller efficiency on sailing route and still water of the M2 ship 
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service margin 15% 


P[kW] 


3000 


4000 for shipping route no| 9b 
shipping route no. 5a—| 


for shipping route no| 2a 
for shipping route no| 8b 


2060 for shipping route nol 5b 


07.5 7.55 7.6 7.65 7.7 7.75 V [m/s] 


service margin 20% 


P[kw] 


8000 


5000 


4000 V, for shipping routę no. Sa for shipping ro 


. for shipping ro 


for shipping ro 
2000 


V, for shipping ro 


02.5 . A y k 715 


198 


service margin 25% 
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Fig. 6. Mean statistical working point of a screw propeller of KI ship depending on a mean statistical long-term service 
speed V ç on various sailing routes 
O — still-water propeller curve(2) — propeller curve containing the service margin SM = 15%, 20%, 25%,Pp — power 
delivered to propeller cone at ship’s contractual speed in still water conditions,N, — nominal power output of 
propulsion engine, 


V; — mean statistical long-term value of ship service speed on given shipping route,Vk — contractual speed of ship 


Table 1. Mean statistical of service parameters M2 ship for route 2b and 5b 


Shipping route Route no. 2b Route no. 5b 
Service margin 15% 20% 25% 15% 20% 25% 
Probability of maintaining the 0,55 0,79 0,82 0,86 0,96 0,97 
assumed speed 
V = 7,72 [m/s] 
Mean statistical service speed| 7,53 1355 7,58 7,68 7,69 7,70 
7, [m/s] 
Mean statistical propeller thrust 752 785 790 741 752 753 
T [kN] 
Mean statistical propeller} 2,021 2,063 2,070 2,031 2,045 2,047 
speed77, [1/s] 


Mean statistical propeller} 0,499 0,499 0,499 0,510 0,510 0,510 
efficiency 7, [-] 
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4. Mean statistical working point of propeller 


Histograms of thrust, propeller speed and efficiency (Fig. 2 — 5) show, that working parameters of 


a propeller are largely dependent on weather conditions on a given sailing route. Mean statistical 
parameters of a propeller were calculated at different service margin values (SM = 15, 20 i 25%). 
In this case the main aim was to maintain the assumed speed without overloading the propelling 
engine. With such criterion in mind, it shows that the bigger the SM value the higher mean statistical 
service speed of a ship, while the exact value of SM did not have any major effect on propeller 
efficiency on a given sailing route (Table 1) 
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Abstract 


During ship sailing on a given shipping route in real weather conditions all propulsion system performance 
parameters of the ship change along with changes of instantaneous total resistance and speed of the ship. In this paper 
results of calculations are presented of distribution function and mean statistical values of screw propeller thrust, 
rotational speed and efficiency as well as propulsion engine power output and specific fuel oil consumption occurring on 
selected shipping routes at different service margin values. On this basis new guidelines for ship propulsion system design 
procedure are formulated. 


Keywords: thrust, efficiency and rotational speed of screw propeller, long-term prediction, shipping route, design working 
point of screw propeller, service margin 


5. Service parameters of propulsion engine operation 


The service parameters of propulsion engine operation, calculated below for a ship sailing on a 
given shipping route at different service margin are as follows: 
a engine power output P 
a engine speed (number of engine revolutions per time unit) n 
a specific fuel oil consumption(SFOC), g, or hourly fuel oil consumption G. 


The first two parameters (P, n) determine engine working point (if engine directly drives propeller 
without any reduction gear then n = np). During ship’s sailing on a given shipping route in changeable 
weather conditions the engine working point changes its location. By controlling fuel charge 
(consequently also number of revolutions) a new engine working point is searched with the use of the 
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criterion assumed below, so as to get it placed within engine layout area. Change of location of the 
engine working point makes fuel oil consumption changing: both the specific, g, and hourly one G. 


6. Engine performance characteristics and load diagram 
The propulsion engine load diagram consists of a few areas limited by appropriate characteristic 
lines. Working point of propulsion engine can be located in the areas but in some of them — only for a 


determined time of operation. The example load diagram of a Sulzer propulsion engine is shown 
together with depicted SFOC characteristics in Fig. 7. 


- = 


" m «z a m m m m m m m 


ZH 
n 


n 


Fig. 7. Load diagram of a propulsion engine [8]. 
P,, — rated torque, N, - nominal engine speed, A — continuous rating area (green); B — engine overload area 


(red); C — sea trial rating area (blue); D — still-water optimum rating area (...); E — instantaneous rating area 
(vellow) 


The particular areas are limited by engine performance characteristics of the following form: 


P=k,,-n" (2) 
where: 
P - engine power output 
km - coefficient for a given characteristic line 
n - engine speed 
m - exponent depending on an engine type and producer; for SULZER RTA 52, RTA 62, RTA 72, 
RTA 84 slow speed diesel engines: 
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m = 0 - for nominal continuous rating or maximum continuous rating, 
m = | - for constant torque characteristics, 
m = 2.45 - for overload characteristics. 


Particular characteristics and range of engine speed are determined depending on an engine type 
(producer). 

In Fig. 7, on the engine load diagram the SFOC characteristics, g, are shown. They are provided by 
engine producer and valid for a given engine and determined conditions (a given air temperature etc). 
There are also more general characteristics published by engine producers in the form of relevant 
nomograms, e.g. [8], which make it possible to calculate the SFOC depending on an engine type 
(producers), its nominal parameters (power and speed), instantaneous engine load as well as ambient 
conditions (temperature of air and cooling water). The way of making use of the nomograms to 
calculate the SFOC of engines is given in [5]. Fuel consumption can be also determined on the basis 
of measurements carried out with the use of special instruments (flow meters, calibrated tanks) during 
propulsion engine operation [1]. 


7. Ship propulsion characteristics — propulsion system’s performance in changeable weather 
conditions 


The ship propulsion characteristics are the following : curves of propulsion power, thrust, 
efficiency and torque at propeller’s cone, fuel consumption and ship speed available for a given ship 
resistance characteristic. The characteristics are usually presented on the propulsion engine load 
diagram in function of propeller (engine) speed or ship speed (then characteristic of constant number 
of revolutions is attached). The propulsion characteristics published in the subject-matter literature are 
usually elaborated on the basis of: 
= model test results of free propellers or behind-the-hull ones 
=> results of measurements carried out on ship board [2, 7] 
= results of measurements carried out on ship board with simultaneous use of free-propeller 

characteristics derived from model tests or numerically determined [3, 4, 5, 6]. 

For purposes of this work a numerical method for predicting the ship propulsion characteristics 
was elaborated (for a designed ship appropriate model tests are not to be performed), in the following 
form: 

*T(V,n)  - propeller thrust 

*Q(V,n) - propeller torque 

*no(V,n) -propeller efficiency 

* Pp(V, n) - power output at propeller’s cone 
e V(Pp, n) - ship speed characteristic 


where: 
V - ship speed 
n - engine speed (if the engine is of a slow speed then n = np, where m, - propeller speed). 


The above characteristics together with the criteria for selecting service parameters for a ship in a 
changeable weather conditions are shown in [10]. 
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8. Results of calculations mean statistical parameters of engine for ship sailing on route 


Results of the calculations for the selected ship and shipping route (engine and shipping route 
parameters were specified in [9]), are presented in the form of : 
=> engine speed histogram and mean statistical value 
= engine power output histogram and mean statistical value 
=> specific fuel oil consumption (SFOC) distribution function and mean statistical value 
= probability distribution function of long-term occurrence of given values of engine speed and 
output (histogram of engine’s working point) 
= mean, long-term working point of propulsion engine. 
In the figures the calculation results are presented — under the assumption that engine’s output 
reaches at most 0.9 P,, - for M2 [9] and the two very different shipping routes : 5b - “easy” one and 2b 
- „difficult” one - in the sense of occurrence of long-term weather parameters. 
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Fig. 8. Histograms and mean statistical values of speed and output of engine at different service margin values 
for routes no. 2b and 5b 
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Ship: M2 - assumed service speed = 7,72 [m/s] SM=15% 
- mean fuel oil consumption in still water g = 199,00 g/kWh 
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Fig 9. Histograms and mean statistical values of fuel oil consumption at different service margin values for 
routes no. 2b and 5b 
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Fig. 11. Influence of the service margin of mean long-term working point of engine for routes no. 2b and 5b 
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Final conclusions 


O 


Conclusion results from the calculations of mean statistical service parameters of screw propeller 
were presented in [10]. Results of the calculations of the mean statistical parameters of propulsion 
engine operation c (engine, speed, output and specific fuel oil consumption — SFOC) in the from of 
histograms are very similar to those of screw propeller as the engine in question directly drives the 
propeller and the calculated power output is used only for propelling the ship (as no other power 
consumers were taken into consideration, e.g. shaft generators) 

The calculations of SFOC were performed for approximate characteristics under the assumption 
that the engine is new, air and cooling water parameters are standard and ship’s hull and screw 
propeller are clean (unfouled). Therefore the calculation results should be assessed rather 
qualitatively but not quantitatively. 

The obtained histograms and mean statistical parameters depend not only on weather conditions on 
a given shipping route but also on a assumed criterion of propulsion control; the presented 
calculations were performed for the criterion of maintaining the ship speed constant (Variant “b”, 
Fig. 11) and if it is not possible — for a maximum available speed at the engine power output of 0,9 
P, atthe most. The assumed criteria of ship propulsion (engine) control highly influence service 


parameters of propulsion system. This can be observed in the case of the SFOC distribution as well 
as occurrence probability of a given working point of engine on a given shipping route. 

The condition of maintaining the assumed ship speed may results in a somewhat greater SFOC 
value on a shipping route where statistically more favourable weather conditions occur than on 
those of more harsh weather conditions. Hence not only weather conditions occurring on a 
shipping route are decisive of fuel consumption level. Therefore to obtain a possibly low SFOC 
level the propulsion control should be optimized by using various criteria (Fig. 11) depending on a 
given situation. In real conditions also ship course can be changed that consequently is equivalent 
to shipping route optimization. 

The elaborated computer software makes it possible to choose different control criteria of ship 
propulsion and optimize booth its service parameters and entire shipping route. 

Calculations of probability of occurrence of propulsion engine working point (Fig. 10, 11 as for 
scheduling overhauls). 

The influence of the SM values on mean statistical service parameters of a ship is depends mainly 
on the assumed criterion of ship propulsion. In this article it is assumed, that the assumed speed of 
a ship with be maintained. As results the higher the SM value, the higher also mean statistical 
service speed of a ship and therefore the higher probability of maintaining the assumed service 
speed of a ship (Table 1). All the remaining parameters: thrust, propeller efficiency, power speed 
engine and average working point of the propulsion engine sent from the adopted criterion of 
maintaining the assumed service speed. 
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Abstract 


The thesis refers to the previous researches of the authors of the dynamics of rigid rotor placed on favourable ground. 
Such systems are characterized by usually low frequency of normal mode vibrations which causes real danger that 
they can work in the resonant region or cross this region every time during acceleration or start. The amplitude of 
rotor's vibrations with small internal damping reaches then high values. The factor of damping for the system with 
small mass may be defined on the basis of the character of its response to pulse extortion. The way how to determine 
the value of rotor's damping useful for the numerical analysis of its vibration was presented. The thesis presents also 
the results of the researches of the effectiveness of disk balance with circum-resonant speed in the situations when 
only unbalanced force affects the rotor and when vibrations of the foundation are caused by the external resonant 
induction. 


Keywords: rigid rotor balancing natural frequencies vibrations 


1. Introduction 


The foundations of the machines are sometimes characterized by relatively high susceptibility 
and small damping because of which the amplitude of their vibrations may reach high values even 
with small extortion [1]. The supporting construction of the separator presented in the Fig. 1.1 is 
an example of incorrect approach to the way of designing depending on taking into account only 
the aspect of endurance and excluding the conclusions drawn from the analysis of normal mode 
vibrations of the construction [2]. Low rigidity of the foundation of bicarbonate separator (Fig. 
1.2) is the consequence of thoughtful action and results from the necessity of providing the 
machine with the accurate vibration isolation [3]. 

If the frequency of normal mode vibrations of the foundation is low there is a greater danger 
that lying on it rotor machine will incur vibrations of resonant character during work as well as 
during acceleration or start. The frequencies of extortions affecting the foundation result from 
speed motor drive (25Hz or 50 Hz) if the unbalanced rotor is directly connected to the motor or 
they may be completely arbitrary if there is a gear in the motor drive system. In numerous 
situations several machines of one processing line are placed on the same foundation, constituting 
a disturbance for each other (Fig. 1.3). 
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Fig. 1.2. The manner of bicarbonate Fig. 1.3. A row of ventilators placed 
springer construction centrifuge founding on a common foundation 


Fig.1.1. The view of the separator’s 


Resonant qualities of the system and its damping are features between which there is a great 
co-dependence. The bigger damping, the less clear response of the resonant system. Resonant 
vibrations of the construction, besides the case of its vibratory stress relief [4,5], are harmful and 
may lead to the catastrophe caused by big deformations of its elements and subsidence of the 
foundation which supports it [6]. 

Vibrations are the main cause of reducing vivacity of machine's elements, especially bearings. 
Usually the rotating parts are not allowed to work in their resonant region. The deviation from the 
tule are operating conditions of turbine's rotor which frequency of normal mode vibrations is only 
slightly lower than rotational frequency. It is the feature of flexible rotors owing to which they are 
subject to self-aligning after crossing critical speed. Anisotropy of rotor's rigidity causes growth of 
the number of resonant frequencies between which there are regions of backward precession [7]. It 
means that the rotor is exposed to be in the regions of prohibited speed several times. 

Rotor's balance with the circum-resonant speed encounters numerous difficulties mainly 
because of instability of the amplitude as well as its angles of phase vibration. Its effectiveness in 
most cases is not satisfactory and it is necessary to include in the method of impact factors special 
averaging algorithms in order to improve the accuracy of calculations when determining 
correlation masses [8,9]. 


2. The analysis of impact of damping on rotor's vibration in the region of resonance 
occurrence 


When modelling vibrations of rigid rotor it is convenient to treat all elements of the system as 
non-deformable bodies with the exception of elements which susceptibility has an impact on the 
character of its functioning. Coupling and vibroisolators belong to the group. In the case of the 
later their rigidity is usually known although the values given by the producer slightly vary from 
the once obtained during verifying researches. The value of damping is unknown. If the rotor is 
placed directly on the foundation, the susceptibility of the foundation is the unknown which should 
be defined. The possible procedure is exemplified by the rotor presented in the Fig. 2.1. It has 2 
disks which are the correlation surfaces during balance. The drive from the motor with the 
adjustable rotational frequency is transferred to the rotor by rigid coupling of Rotex type with 
polyurethane footbed with hardness of 92°Sh. On the frame, together with the rotor there is an 
inductor with forced frequency adjustable by frequency converter. The total mass of the stand is 
~120 kg. The frame is placed on the favourable ground. 
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Fig. 2.1. Test stand: 1. two-disk rotor, 2. motor, 3. 
coupling, 4. indicator, 5. frame, 6. favourable ground 


Fig. 2.2. Numerical model of the test stand 


The resonant characteristic of the rotor was determined in two ways: by pulse induction and by 
using short-term Fourier transform for the analysis of time course of vibrations during the start of 
the inductor. According to the expectations, the basic resonant frequencies of rotor's vibrations are 
low and amount to: horizontal surface - ~6Hz, vertical surface -~11 Hz (Fig. 2.3.). 
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Fig. 2.3. Resonant characteristics of rotor 's vibrations determined during the start of the inductor: a) vertical 
surface, b) horizontal surface 
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To describe the qualities of the rotor the so-called flat model was used, which equations of 
movement can be presented by coordinates complex as [10] 
mx +c,x+k,x=amQ’ cost) and mite, y+k,y=anQ sin( 42%) (2.1) 


Assuming signs z=x+iy, Z=x—iy and multiplying by i The second equation and adding to both 
sides of equation we receive 


mż+c,ż+cyż+k,z+kjz=amQexpfiX) (2.2) 


+c, 


ie C=C k,+ k,—k,, 
where c,=— and cy= “5 as well as k,= z — and k,= = ? moreover: m — rotor’s 


mass, c,, c, — damping factor, k,, k, — rigidity, e=|e|- vector module of the location of the rotor's 
centre of gravity against the axis of rotation, Q- angular velocity. 


The rigidity of the rotor's foundation may be determined if we know its mass and resonant 
frequencies. For example, the model presented in the Fig. 2.2 has, with the same mass as the rotor, 
similar resonant frequencies if the rigidities of the bearing are adequately 100N/mm in horizontal 
direction and 300N/mm in vertical direction. Corresponding to them normal forms are presented in 
the Fig. 2.4. The amplitude-frequency characteristic in the range of frequency (0-20 Hz) confirms 
the result received earlier by the use of inductor (Fig. 2.5b). 
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6.3Hz 11.3Hz 16.5Hz 


Fig. 2.4. The forms of norma mode vibrations — equilibrium position marked yellow 


The bigger problem is to estimate the value of damping. The possible way to define it is to 
determine the logarithmic decrement. The system with one degree of freedom which response to 
the implemented extortion is described by harmonic function, there are dependencies between the 
damping factor, mass and logarithmic decrement. 


A 2:3 
h=— and ou = jar 23) 
2m i+] 2 
Converting the compounds (2-3) we receive the dependencies of damping factor in the form of 
ou tmé (2.4) 
OT 


Here: 06- logarithmic decrement, 7 — vibrations period. 
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a) b) 
Fig.2.5. The response of the system to pulse induction: a) time course, b) characteristic A-C 
The analysis of the rotor's response to the pulse induction defines logarithmic decrement with the 
precision sufficient to the accurate estimation of the value of factor c. For example, the response of 
the system to pulse induction in vertical direction is shown in Fig. 2.5a. 
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Fig.2.6. The figure of the system 's response In horizontal Fig. 2.7. Numerical solution of the system 's response in 
direction after Hilbert-Huang transform horizontal direction for the approved model 
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We will obtain the character of rotor's vibrations in natural frequencies after putting on the 
signal the narrow-band filter. This function is served well by Hilbert-Huang transform. Fig. 2.6 
and 2.8 present the effect of the filtration of the signal presented in the Fig. 2.5 to obtain a clear 
course of the response of the system in frequencies of 6 Hz and 11 Hz. The use of the filter allows 
the analysis of the character of rotor's vibrations in orthogonal directions by the induction only in 
the direction of its smaller rigidity. It is crucial in the case of anisotropic susceptibility of bearing 
with great asymmetry requiring the use in the direction of bigger rigidity greater force to obtain a 
clear response of the system to the induction. Comparing the shape of the functions crucial (IMF - 
Intrinsic Mode Functions). for resonant frequencies with time course of the response obtained 
from numerical solution of the model's vibrations, a great similarity for damping factor 1 Ns/mm 
in horizontal direction (Fig. 2.6s and 2.7a) and for damping factor 2 Ns/mm in vertical direction 
(Fig. 2.8a and 2.9a) can be observed. 
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Fig. 2.8. The figure of the system’s response in vertical Fig. 2.9. Numerical solution of the system’s response in 
direction after Hilbert-Huang transform horizontal direction for the approved model 


The final verification of the accurate choice of physical parameters of the model is the 
accordance of the shape of time course of rotor's vibrations speed during a run-up with numerical 
solution for an analogous case (Fig. 2.10a — 2.10b). As we can see such big damping of the system 
causes crossing the resonant region by the rotor during a run-up in a gentle way. 

Having the proper model available, we can conduct the stimulation showing the impact of the 
damping on the rotor's behaviour when it is crossing the resonance for the equal damping values. 
The similar analysis should proceed the choice of vibro-isolators every time, especially if they 
have damping qualities (the so-called viscous damper). 
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Fig. 2.10. Time courses of vibrations of: a) rotor, b) its model with similar rigidity and damping, c) rotor’s model with 
small damping 


Fig. 2.10c shows the anticipated time course of rotor's vibrations with unbalanced disk during 
acceleration to rotational frequency of 25Hz when the damping factor equals 0,1 Ns/mm. Its ten 


times smaller value than the actual one does not have a significant impact on the level of the 
forced vibrations, but the amplitudes of vibrations in the resonant region increase significantly. 


3. Rotor’s balance outsider the resonant region 


In order to examine the impact of induction of natural frequency on the course and obtained 
quality, the rotor was balanced in two phases. First, with the rotational frequency of 15 Hz without 
additional extortion affecting the rotor, and then with additional induction of circum-resonant 
frequency of 10,5Hz. Unbalancing of the rotor was the result of attaching to the disk K; mass 
mn=(20g<90°). The amplitude-frequency characteristics presented in Fig. 3.1 show this dynamic 


condition. 
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Fig. 3.1. The amplitude-frequency characteristics of rotor 's vibrations speed with rotational frequency of 15 Hz and 
unbalance of 20g mass attached to the disk Kı. 


The result achieved by balancing the rotor with the optimisation of the value of the amplitude 
of both bearings movement is presented by holospectra 1x (Fig. 3.2-3.3). The optimisation 
algorithm P(1,2,3,4) used for the correlation K(1) using the disk to which the mass m, is attached, 
determined the correcting mass mi=(22.3g<260'). The achieved result is correct and the slight 
difference does not result from calculation error, but from the existing initial unbalance of the disk 
(Fig. 3.2). 
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Fig. 3.2. The comparison of the rotor s movement in Fig. 3.3. The comparison of the rotor’s movement in 
Bering surfaces a) initial sate, b) after the balance, bearing surfaces a) initial state, b) after the balance, 
without additional extortion of foundation vibrations without additional extortion of frame vibrations of 
frequency of 10.5Hz 


The repeated process of balancing with the same frequency and additional induction resulted in 
what is presented in Fig. 3.3. The picture of the dynamic condition of the rotor before the balance 
is presented in Fig. 3.4 in the form of the amplitude-frequency characteristic of vibrations speed. 
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Fig. 3.4. The amplitude-frequency characteristics of vibrations speed of the rotor with the rotational frequency of 15 
Hz and the unbalance of 20g mass attached to The disk K, induction with frequency of 10.5 Hz 


Circum-resonant induction caused the deterioration of the achieved balanced quality. It can be 
seen especially with reference to the vibrations of the bearing placed further from the correlation 
surface. 


4. Balance in the resonant region 


The essence of the resonant vibrations is that even small extortion reflects in the response of 
the system with high amplitude values. When balancing the rotor we are usually not aware that its 
rotational frequency is close to natural frequency and the unbalance has secondary meaning. We 
expect to achieve the effect in the form of multiple decrease of the level of vibrations. It causes the 
situation in which we manage to limit this level, but further action proves to be ineffective. The 
calculated correcting mass causes another balancing of the rotor so that another one improves its 
dynamic condition. 

Coaxial rotor with significant static unbalance can be balanced to a certain extent in the 
resonant region. To determine it to the disk K, of the rotor presented in Fig. 2.1 mn=(20g<90°) 
mass was attached. The achieved balance quality may be estimated comparing 1x holospectra of 
the rotor presented in Fig. 4.1-4.2 adequately for the circum-resonant frequencies 10,5 Hz and 6 
Hz. Although the rotor's balance took place in the region of forced vibrations along with normal 
mode vibrations, two- and four-fold decrease of their level was achieved. It is not the satisfactory 
result if we compare it to the effect achieved during the balance of the rotor outside the resonant 


region. 
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Fig. 4.1. The rotor 's holospectrum before and after the Fig. 4.2. The rotor 's holospectrum before and after the 
balance with the frequency of 10.5Hz balance with The frequency of 6Hz 


The analysis of the effectiveness of the balance in the resonant region of the rotor with the 
unbalance torque attaching to both disks the masses m,=(10g<90°) and m,=(10g<270°) was 
conducted. They have identical values, however their peripheral location on the disk of the rotor 
vary by nx angle. The extortion caused by such load during the rotor's rotation comes down to 
double force action. The balance was conducted with frequencies of 6 Hz, 8 Hz, 11 Hz and 15 Hz 
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so in the resonant regions, but also between them — in the conditions of backward precession, as 
well as the above second resonant frequency. Fig. 4.3-4.6 present the results. 
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Fig. 4.3. The rotor’s condition with the unbalance torque Fig. 4.4. The rotor’s condition with the unbalance torque 
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Fig. 4.5. The rotor 's condition with the unbalance torque Fig. 4.6. The rotor 's condition with the unbalance torque 
before and after the balance with 11 Hz frequency before and after the balance with 15 Hz frequency 


The result of the experiment is extremely interesting because of the fact that the clear decrease 
of the rotor's vibrations with the unbalance torque was achieved with critical velocity. 


5. The balance of the rotor in the resonant region with the natural frequency induction 


An interesting case was observed during the rotor's balance with circum-resonant frequency of 
10,5 Hz. The system was additionally inducted with synchronous frequency. To the disk K; 20g 
mass constituting its initial unbalance was attached. 


Fig.5.1. Holospectrum of the rotor’s vibrations with frequency of 10,5 Hz a) initial state, b) after the balance, c) afier 
switching off the inductor 


The fact that the rotor's balance was conducted with the resonant frequency did not disrupt its 
course, but it is hard to recognize the achieved effect as satisfactory. After the induction stopped 
the amplitudes of vibrations in the direction of resonance occurrence increased. The occurrence of 
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such effect means that the algorithm of the method of impact factors determines correlative masses 
based on the actual character of the rotor's vibrations. Its change may sometimes cause unexpected 
results. 


6. Conclusions 


The construction of the correct numerical model of the rotor requires the knowledge of its basic 
features such as mass, rigidity and damping. The rigid rotor may be treated as a compound system 
composed of non-deformable bodies because of the fact that the susceptibility of the rotor's shaft 
and disk is definitely smaller than in the case of the shoring. It definitely limits the number of 
freedom degrees and modelling process becomes relatively simple. The main problem still is the 
determination of its physical qualities such as rigidity and damping. It can be solved thanks to the 
knowledge of resonant characteristic of the actual system determined on the basis of pulse 
extortion. Knowing the rotor's mass and frequency of normal mode vibrations it is easy to estimate 
the rigidity occurring in the system and by determining the logarithmic decrement we receive 
approximate values of damping factors. This method can be used to examine the qualities of rotors 
with small mass and rigidity. Choosing the type of vibro-isolators it is necessary to remember that 
their damping qualities allow to reduce the amplitudes of the rotor's vibrations mainly with the 
natural frequency. The effect in the form of limiting the level of forced vibrations is not 
significant. The balance of the rigid rotor in the resonant region causes the fact that the achieved 
quality is not satisfactory. External extortion with resonant frequency reduces the effectiveness of 
the balance even more. 
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